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Hoover Reports Asks | 
Free Med Care Ban | 


See text of military sections of re- 
port on page 791 for: 


Recommend “regionalizing’ medi- 
cal services under single Departments; 

Would close some Service hospitals; 

Charge “excessive” hospitalization; 

Duplication and competition be- 
tween Services; 

Ask transfer of Armed Forces Medi- 
cal Library to Smithsonian Institute. 

The Hoover Commission has advocated 
elimination of free hospital medical care 
for wives and children of all Servicemen 
in the United States. 

In. its place, the Commission recom- 
mends to Congress a plan which would 
create a contributory health insurance 
system for Service families, with the 
Government to defray part of the cost. 

The Defense Department will oppose 
the sweeping elimination of a traditional 
benefit should Congress give the matter 
serious consideration. 

It is recalled that the first Hoover Com- 
mission’s recommendations regarding 
medical care in the Armed Forces never 
even got out of Senate and House Com- 
mittees. 

Dependents of military personnel who 
do not take out the commercial medical 
insurance would not be eligible for care 
in civilian hospitals and would be barred 
also from inpatient treatment at mili- 
tary medical facilities. 

The Commission’s Report on Federal 
Medical Services also advocates closing 

(Continued on Next Page) 
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JOURNAL HIGHLIGHTS 
Few Army Temporary Promo- 
tions in March 


Fifth Big Carrier to be USS 
Congress 


USMC FY ’56 Promotions May 
be 33% less than ’55 . .P. 787 


ARDC Sets Up Family Aid 





Thousands Will Get Added Pay 


Raise 


If Kilday Report Wins O.K.; $32.40 Tops 


(NEW PAY TABLES, PAGE 783) 

Thousands of officers, warrant officers 
and enlisted personnel of the Uniformed 
Services will get even higher pay in- 
creases than proposed by the Defense De- 
partment, if a tentative plan of the Kil- 
day Subcommittee is adopted. 

The new increases range from $7.80 to 
$22.40 per month in basic pay and $5 to 
$10 in incentive pay or a maximum of 
$32.40. They are over and above the ad- 


| vances first presented by the Defense De- 


partment. 
Not all personnel are affected by the 


| change, however. As drafted by the Kil- 


day House Armed Services Subcommit- 
tee, the added boosts in basic pay would 
go to officers in 37 pay categories, war- 


| rant officers in 29 categories and enlisted 


iy. ea rer P. 788 

Services Split on Profit-Share 
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Coast Guard 


personnel in 50 categories. 


Incentive rates would be further in- 


, creased for officers, warrant officers and 
enlisted personnel in 50 classifications. 

The full committee expects to act 8 
March and it is hoped to have the bill on 
the floor by 10 March. 

The Kilday group also took tentative 
action which: 

1—Sets the effective date of the pay 
raise as the first day of the month follow- 
ing enactment of the bill. 

2—Eliminates an extra boost for gen- 
eral and flag officers when they reach 
the 35-year service bracket. 

3—Adds a new section boosting the pay 
| of cadets and midshipmen at the U. S. 
| Military, Naval, Air Force and Coast 

Guard Academies. 

4—Changes provisions for retired oifi- 
cers so all will benefit from the increases 
(Please turn to Page 783) 











The Defense Department is taking 
steps to add more doctors and dentists to 
the Regular ranks of the Army, Navy 
and Air Force. 

First stride in this direction was taken 
by the Department this week when it 
sent to the Congress a proposal to set up 
a subsidized education program for mili- 
tary medical personnel. ; 

Still pending at the Pentagon are rec- 
ommendations from the Service Secre- 
taries to boost the authorized percentage 
of doctors per thousand men in each of 
the military departments. 


Top NATO Post 


In High Command Shifts By President 


President Eisenhower, confronted with | 
prospects of major shifts in high U. S. 
and NATO military commands, is con- 
sidering assignment of General J. Law- | 
ton Collins, former Army Chief of Staff, | 
to succeed Gen- 
eral Alfred M. 
Gruenther, USA, 
as Supreme Al- 
lied Commander 
Europe, 

General Gruen- 
ther would be 
summoned to the 
Pentagon in Au- 
gust — possibly 
even sooner—to 
replace General 
Matthew B. 
Ridgway in the 
Army’s top job. 

Delicate diplo- 
matic negotia- 
tions inherent in 








Gen. Gruenther 





a SACEUR change are expected to get 
under way in the near future. 

The designation of General Collins, a 
four-star officer since January 1948, to 
the sensitive SACEUR post, would ease 
potential problems involving interna- 
tional relations, rank and prestige, and 
U. S. Air Force desires—supported by air 
leaders of other NATO nations—for the 
supreme NATO billet in Europe. 

The Air Force, which has long aspired 
to the SACEUR assignment, presumably 
would be placated by likely designation 
of General Nathan F. Twining, USAF 
Chief of Staff, to be the next Chairman 
of the Joint Chiefs of Staff, and as such 
the ranking military officer on active 
duty. 

Prospective changes in the Chiefs of 
Staff of the Army and Air Force will set 
off a chain-reaction in general officer re- 
assignments. 

General Collins, JCS representative on 
(Please turn to Page 783) 


Pentagon Wants More Doctors-Dentists; 


Proposes Medical Scholarship Program | 


In asking this week for a program of 
medical scholarships, the Department 
pointed out that “current yearly losses 
in Regular medical officers are exceeding 
gains despite the operation of military 
intern and residency programs and other 


| active direct procurement programs.” 


Congress was advised that the overall 
shortage of regular doctors is now ap- 


| proximately 2,300 in all three Services. 
| There is a “comparable situation” in the 





regular dental officer ranks. “As a result,” 
the Department noted, “the number of 
(Continued on Next Page) 


AF Manpower Goal 
For 55 Threatened 


The Air Force, fighting hard to achieve 
a fiscal ’55 goal of 970,000 by 1 July, has 
sustained a new bump along the road to 
this objective. 

First, there was the decision to cut off 
numerous veterans benefits after 31 Jan., 
an action which Pentagon authorities 
concede reduces enlistment incentive sub- 
stantially. 

Now the Army has 
draft calls, which were 23,000 for January 
and which have been scheduled to drop 


to 11,000 because of manpower cuts, will | 


be slashed to 8,000 for April. The new 


cut is a result of unexpectedly heavy | 


Army enlistments during January as 
thousands of young men rushed 
service to beat the 31 Jan. deadline. 

Defense Department officials relate that 
past experience shows that cuts in draft 
calls invariably means increased prob- 
lems for recruiters. 

The Air Force, which obtained 18,790 
(Continued on Next Page) 


announced that | 


into | 


Sec Nav Asks Wider 


Promotion Powers 


Navy Secretary Charles S. Thomas is 
asking for broader power in the field of 
officer promotions. 

He has sent to the Capitol a proposal 
which would abolish sea duty qualifica- 
tions and turn over to him certain au- 
thority now vested in Naval examining 
boards. 

The plan would give the Navy Secre- 
tary the right to tell examining boards 
| what professional qualifications they 
| must look for in officers up for promo- 
| tion. At present, examining boards set 
| their own criteria. 

The decision to do away with sea duty 
qualifications is based, Secretary Thomas 
said, on the fact that “many officers are 

| assigned to duties exclusively in some 
| particular specialty and have no oppor- 

tunity to become qualified to perform a!l 
| duties at sea because of the increasing 
specialization of duties in the Navy.” The 
requirement that an officer must be quali- 
fied to perform all the duties at sea of the 
grade to which he is to be promoted “has 
become difficult to comply with,” he said. 

Under current laws, no officer is pro- 
moted to a higher grade on the active list 
of the Navy until his mental, moral and 
professional fitness to perform all of his 
| duties at sea has been established to the 
| satisfaction of a board of examining offi- 
cers appointed by the President. This also 
applies to the Marine Corps. 

When examining boards were first 
established, Mr. Thomas points out, offi- 
cers of the Navy and Marine Corps were 
| promoted to the next higher grade by 
seniority. The examination conducted by 
the Naval Examining Board was the only 
means of determining the officer’s quali- 
fication for promotion. 

However, under selection processes set 

(Continued on Next Page) 
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Hoover Report Asks Free MedCare Ban 


Proposes Service Family Insurance Plan 


(Continued from Preceding Page) 


of nine hospitals and nine infirmaries in 
the United States in connection with a 
plan for “regionalizing” responsibility for 
medical activities in the Services. 

Military leaders will see in the proposal 
to eliminate free family medical care— 
long a traditional Service benefit—a new 
peril to the current campaign to raise 
the attractiveness of military service. 

The Commission does not advocate any 
change in family care for Service folk 
overseas. The contributory plan, which 
would be converted to civilian use upon 
the sponsor’s departure from Service, is 
designed only for those in the United 
States. 

The Commission declares significantly 
that “the comprehensiveness of medical 
care available to dependents of military 
personnel within the United States, and 
living near enough to military medical 
facilities, exceeds that which would be 
provided through existing insurance 
plans for average community care.” 


The Commission says its contributory 
plan “will involve less overhead expense 
for the Government and provide more 
flexible means for furnishing adequate 
medical care to dependents of military 
personnel.” 

It is noteworthy that the Commission 
does not say the proposal would result 
in “more and better” family care; it mere- 


ly says that with use of civilian hospitals, | 


the facilities will be “more flexible.” 


The Commission says that when in- 


sured persons use government facilities, 
the insurance system should reimburse 
the Treasury. 

The Task Force Report on which the 
Commission based its conclusions 
stressed: 

“The decision to accept or reject par- 
| ticipation in such insurance program 
should be left entirely to the serviceman. 
If he should decline, his dependents 
would not be eligible for dependent care 
in military facilities.” 

Although the Defense Department has 
attempted to keep the matter of the doc- 
tor draft separate from family medical 
care, the Task Force Report asserts: 

“The amount of care given to depend- 
ents is large and has grown enormous- 
ices 

“In view of the fact that most of the 
doctors in the military services now are 
there because of the pressure of the ‘doc- 
tor draft’ law, there is a question as to 
whether the medical care of dependents 
should be provided by military physi- 
cians.” 

In a back-hand swipe at the Defense 
Department and the Medical Services of 
the Army, Navy and Air Force, the Task 
Force Report comments that since end of 
fighting in Korea there has been a de- 
crease in the number of physicians, den- 
tists and nurses, “but this has come about 
more because of pressures related to na- 
tional shortage of health personnel than 
| to efforts of the military in this direc- 
' tion.” 





SecNav Asks Broader Promotion Powers; 


Change Would End Sea Duty Qualifications 


(Continued from Preceding Page) 


up by the Officer Personnel Act of 1947, 
officers in grades above that of ensign in 
the Navy and second lieutenant in the 
Marine Corps are selected for promotion 
to the next higher grade after a selection 
board review of the officer’s entire record 
from time of his initial entry into the 
Service, and after a comparison of his 
record with that of all other officers of 
his grade under consideration by the 
selection board. 

Because of present requirements, an 
officer who is selected for promotion by a 
selection board must also be examined by 
a Naval Examining Board to determine 
his mental, moral and professional quali- 
fications to perform all the duties at sea 
of that grade. “This examination,” Mr. 
Thomas says, “results in some duplica- 
tion of functions of a selection board.” 
As previously pointed out, he notes that 
many officers have no opportunity to be- 
come qualified to perform all sea duties. 

Mr. Thomas’s proposal would retain 
the statutory nature of examining boards 
but would lift their right to establish 
criteria for qualification of an officer for 
promotion and place this authority in the 
hands of the Secretary; “thus,” the Navy 
Secretary says, “affording more flexibili- 
ty of administration.” 


The legislation sponsored by Secretary 


Former N.Y. Congressman Appointed _ | 


Thomas provides that no Naval officer in 
grades above that of ensign and below 
that of captain shall be promoted to the 
next higher grade on the active list until 
he demonstrates to the satisfaction of an 
examining board such professional quali- 
fications “as the Secretary of the Navy 
may prescribe.” Officers in these grades 
are considered for promotion by a selec- 
board, Mr. Thomas says, and “an exam 
other than professional is considered un- 
necessary.” 

For ensigns who are promoted with- 
out selection on completion of three 
years’ service, the proposal provides that 
no officer of that grade shall be promoted 
permanently to the next higher grade on 
the active list until he demonstrates to 
the satisfaction of an examining board 
such mental, moral and professional 
qualifications as the Secretary of the 
Navy may prescribe. 


The suggested legislation also provides 
that the Navy Secretary shall issue reg- 
ulations governing the procedures to be 





followed by examining boards “which 
will assure a full and fair hearing to offi- 


| cers whose cases are before an examin- 


ing board.” 

Present laws which prescribe the pro- 
cedures to be followed by examining 
boards, their reports and the approval of 
such reports would be repealed by the 


' new proposal. 


To Head Def Dept. Legislation-Public Affairs 


President Eisenhower has designated 
a 51 year old former Republican Con- 
gressman from Queen's County, N. Y., 
Robert T. Ross, to be Assistant Defense 
Secretary for Legislative and Public 
Affairs. 

Mr. Ross, who has been Deputy As- 
sistant Secretary for Legislative Affairs 
since March 1954, replaces Mr. Fred A. 
Seaton, who has moved from the Penta- 
gon to a top White House advisory post 
Across the Potomac. 

The fact that Mr. Ross has been work- 
ing with the Department’s legislative 
program for a year indicates that the 





Pentagon change will not delay pres- 
entation of bills to the 84th Congress. 

Mr. Ross served in the 80th Congress 
and filled an unexpired term in the 82d 
Congress. In the 80th Congress he was 
a member of the House Committee on 
Veterans Affairs, and served on the 
House Committee on Administration in 
the 82d. 

During 1953, Mr. Ross served as Wash- 
ington liaison for the New York State 
Republican Committee. In that capacity, 
he worked with the Republican National 
Committee, the White House and the 
New York Congressional Delegation. 





Det Dept Wants More 
Doctors & Dentists 


(Continued from Preceding Page) 


these professional personnel in the 
regular components of the military de- 
partments is insufficient to insure the 
basic necessities of the military medical 
and dental functions for the regular 
establishment.” 

Under the proposed education plan, 
students would be provided scholarships 
for education in the medical and dental 
professions and, upon graduation, called 
to active duty with the uniformed serv- 
ices. 

Tentatively, according to the Defense 
Department proposal, sufficient scholac- 
ships would be provided to assure 300 
graduates from schools of medicine and 
126 from schools of dentistry at the end 
of the second year of operation of the 
plan. The same number of graduates 
would be obtained from the program each 
year thereafter until the Services reach 
their allocated strengths. Under the best 
circumstances the program would be in 
operation for at least 10 years, the De- 
partment said. It would cost approxi- 
mately $2,542,000 in fiscal ’56. 

While in school, the medical students 
would receive an allowance of $133 per 
month. They would not be entitled to 
benefits accorded other Servicemen. 


Students who participate in the pro- 
gram for one school year would be re- 
quired to serve on active duty for three 
years. Those in the program for more 
than one school year would be required 
to serve on active duty for four years. 
However, two years of active duty, not 
including time spent in internship or 
residency training, would satisfy active 
duty requirements of the Universal Mili- 
tary Training and Service Act. 

A student who desired to be released 
from the scholarship program prior to 
graduation would be required to reim- 
burse to the Government all of the funds 
expended in his behalf. 


After graduation and after three years’ 
of active duty, the graduate may be re- 
lieved of any additional obligation for 
active duty agreed to under the program 
by reimbursing to the Government ail 
of the funds expended in his behalf. 

In asking for the legislation, the De- 
fense Department said “Current methods 
of procurement of career officers in the 
fields of medicine and dentistry are not 
sufficiently productive to replace career 
officers lost by attrition and to reach 
authorized strengths.” 





AF Manpower Problem 
(Continued from Preceding Page) 
new recruits in January—as many as it 
could handle—still scored only a net gain 
of about 2,400 airmen during the month. 
The heavy separation pace will continue 

for the next year at least. 

At the start of last month, the Air Force 
had a strength of 949,670. 

Secretary Harold E. Talbott has told 
the Congress that unless the Air Force 
manpower picture improves, it may be 
necessary to ask for a strength above 
the 975,000 figure planned for fiscal year 
‘56 to handle the extra training load of 
new recruits, or else reduce plans for 
the build-up to 137 wings. 


USMC Air Reserve Chief 
Names Top Squadrons 


Marine Reserve Fighter Squadron 236, 
based at Denver, Colo., and Marine Air 
Control Squadron (Radar) 21, stationed 
at South Weymouth, Mass., have been 
judged the two best squadrons in the 
Marine Air Reserve. 


In making the announcement, Brig. 
Gen. Frank H. Lamson-Scribner, USMC, 
Commander, Marine Air Reserve Train- 
ing, said that the selections were based 
on all-round performance during the past 
year. 





The South Weymouth Marines have al- | 


ready been presented the Ridder Trophy; 
the Colorado Reserves will be presented 
the Trophy during annual Summer ma- 
neuvers slated to be held at El Toro, 
Calif., in August. 








PAY SCORE 


CONGRESSIONAL—House and 
Senate voted a 50 per cent increase 
in Congressional salaries, effective 
I March 1955; sent the measure to 
the White House immediately 
upon passage by waiving normal 
24-hour delay. Signed by President. 


CIVIL SERVICE—Senate Post 
Office and Civil Service Committee 
approved 10 per cent boost for 
more than 1,000,000 Government 
employees, retroactive to first full 
pay period after 31 Dec. 1954. A 
similar plan for postal workers is 
under consideration by House 
Committee. 2 


ARMED SERVICES—Still under 
consideration by the House Armed 
Services Subcommittee;has not 
yet been considered by Senate 
Committee. The plan probably will 
become effective on the first day of 
the month following engetment. 


Army Will Close 
Additional Camps 


The Army is expected in the near fu- 
ture to announce the shutting down of 
additional camps following disclosure 
that Camp Kilmer, N. J. will be inacti- 
vated on 30 June. 

Final decision on the number and iden- 
tity of camps to be closed as a result of 
cut backs in Army strength depends in 
large part on: 1) whether or not Con- 
gress passes the national Reserve plan 
with provision for six-month trainees; 
and, 2) whether these trainees are to 
receive instruction at separate facilities 
as the Army wants, or at regular train- 
ing facilities as the Defense Department 
reportedly desires. 

Army activities at Kilmer will be trans- 
ferred to nearby Ft. Dix, N. J. It was 
announced previously that the Air Force 
personnel center at Kilmer will be 
shifted in June to Manhattan Beach AFB, 
N. Y 








Industry Asks Hearing 
On Air Engine Proposed 


Admiral Dewitt C. Ramsey, USN (Ret), 
president of Aircraft Industries Assn., 
has requested Secretary Wilson to allow 
the aircraft engine industry to be heard 
before any final decision is made on his 
plan to standardize aviation turbine 
engines for service use. 

The AIA letter reads: 

“On behalf of the member companies 
of the Aircraft Industries Association, I 
wish to express to you sincere thanks for 
your letter of 8 February, in which you 
outlined the steps you are taking to have 
reviewed the studies made in the Office 
of the Assistant Secretary of Defense 
(Applications Engineering) on the sub- 
ject of turbine engine development. 

“It is gratifying to our Association to 
be informed of your interest in this 
matter, for we whole-heartedly share in 
your appraisal of its importance. 

“Please be assured that rer resentatives 
of our association hold tnemselves in 
readiness to consult with you or your 
committee at any time it may be desired. 
We hold out the hope that industry may 
be accorded a final hearing before the 
adoption of your committee’s report.” 

Mr. Wilson’s directive to a high-level 
six-man group under the chairmanship 
of Ass’t Sec’y of Defense Frank D. New- 
bury calls for “a minimum number of 
engine types and sizes ... at least cost.” 

A second meeting of the group will be 
held next week and a complete plan is 
scheduled to be finished by 30 April. 





Consider Four Generals 
Last week’s JOURNAL, page 758, reported 
that a board had convened to consider the 
retention of nine Marine Corps officers 
with 35 years of commissioned service 


| who have served at least five years in 


the rank of permanent major general. 


| The correct number of officers under con- 
| sideration is four. 
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(Continued from First Page) 
(see p. 802 for complete details of this 
change). 

5—Revises the rules governing pay- 
ment of the proposed dislocation allow- 
ance. 

6—Provides pay increases for certain 
retired enlisted men who were advanced 
to commissioned rank on the retired list 
under the provisions of the Act of 7 May 
1932. 

As re-written, but still to be approved 
by the Subcommittee as THE JOURNAL 
went to press, the pay raise bill adds 
$7.80 per month to boosts already rec- 
ommended by the Defense Department 
for officers in 37 longevity brackets. The 
proposed increase for two, three and 
four-star officers to $1,138.38 per month 
after 35 years service was wiped out. Such 
officers will, however, receive the boost to 
$1,076.40 proposed for flag and general 
officers with over 30 years’ service. 

Warrant officer pay is boosted $7.80, 
$11.70 and $22.40 over the Pentagon pro- 
posals for W-2s, W-3s and W-4s in 37 
longevity brackets. 

Changes in enlisted pay include boosts 
of $7.80, $11.70 and $15.60 for enlisted per- 
sonnel in 50 longevity brackets. Almost 
three-fourths of these increases are in 
the bottom three pay grades. 

Increased pay for cadets and midship- 
men is provided in a new section of the 
bill which authorizes students at the four 
Service Academies to receive 50 per cent 
of the basic pay of a second lieutenant 
with less than two years’ cumulative serv- 
ice. This would be $111.15 per month, an 
increase of $30.03 over present pay. A 
separate bill previously had been intro- 
duced by Chairman Carl Vinson (D-Ga) 
to increase the pay of cadets and mid- 
shipmen to the same amount recom- 
mended by the Kilday group. 

In re-writing the rules governing pay- 
ment of the proposed dislocation allow- 
ance (an amount equal to the basic al- 
lowance for quarters), the Subcommittee 
specifies that the allowance shall not 
be paid for more than one permanent 
change of station each fiscal year unless 
the Service Secretary certifies “the 
exigencies of the service require more 
than one such change of station.” The 
limitation would not apply to personnel 
ordered to service schools on PCS, nor 
would it be binding in time of war or 
national emergency. 

The new bill also states that disloca- 
tion allowances will not be paid to per- 
sonnel ordered from home to first duty 
station or from last duty station to home. 

No changes were made in the Defense 
Department proposal to increase per diem 
rates from $9 to $12. Defense witnesses 
told the Subcommittee that studies show 
personnel on per diem are required to 
pay an average of $6.56 per day for hotel 
accomodations, $4.50 per day for meals 
and $1.20 for incidental expenses—a total 
of $12.26. 

Recommended increases for aviation 
cadets and for personnel engaged in 
hazardous duties other than flying and 
submarine duty also went undisturbed. 

A meeting of the full House Armed 
Services Committee has been called for 
Tuesday, 8 March, and it is probable that 
the Kilday Subcommittee will report the 
pay bill at that time. 





Army Airborne Lt. 
Named For USAF Acad. 


A Ft. Campbell, Ky. officer has been 
nominated by his Congressman to attend 
the new USAF Academy. 

He is 2d Lt John J. Coughlin jr., USA, 
who entered the Service in November 
1953. 

Following basic training at Ft. Knox, 
Ky., Lieutenant Coughlin attended the 
Anti-Aircraft School and Leaders Course 
at Ft. Bliss, Tex. From Leadership School 
he entered OCS, Ft. Sill, Okla., and was 
commissioned there last November. 

_As an Airborne volunteer, he was as- 
signed to Fort Campbell. He is currently 
a member of Service Battery, 437th Air- 
borne Field Artillery Battalion, 11th Air- 
borne Division, with duty as battery mo- 
tor officer. 


Kilday Gp. Considers 
Added Boosts In Pay 


*Under 4 months. 


Further Changes Also 


Pay Under Over Over Over 
Grd 2 2 3 4 
0-8 $155.00 $155.00 $165.00 $165.00 
O-7 = 00 150.00 160.00 160.00 
O-6 200.00 200.00 215.00 215.00 
0-5 190,00 190.00 205.00 205.00 
O-4 170.00 170.00 185.00 185.00 
0-3 145.00 145.00 155.00 165.00 
0-2 115.00 125.00 150.00 150,00 
O-1 100.00 105.00 135.00 135.00 
W-4 $115.00 $115.00 $115.00 $115.00 
W- 110.00 115.00 115. 115.00 
W-2 105.00 110,00 110.00 110.00 
W-1 100.00 105:00 105.00 105.00 
E-7 $80.00 $85.00 .00 $85.00 
E-6 70.00 75.00 75.00 80,00 
E-5 60.00 70.00 70,00 80.00 
E-4 55.00 65.00 65.00 70.00 
E-3 55.00 60.00 60.00 60.00 
E-2 50.00 00 60.00 60.00 
E-1 50.00 55.00 55.00 55.00 
E-1* 50.00 ‘ane Snes ee 


Av. cadets 50.00 


*Under 4 months. 


(Continued from First Page) 

the NATO Military Committee and 
Standing Group in Washington, D. C., 
but presently a Presidential “trouble 
shooter” in Indo-China, where his work 
won high praise last month from De- 
fense Secretary Charles E. Wilson, com- 
pleted a full four-year tour as Army Chief 
of Staff on 15 Aug. 1953. 

However, he will be able to serve until 
1 May 1956 before reaching the retire- 
ment age of 60 for an officer with over 
35 years service and five years in perma- 
nent grade. Then, of course, he could be 
retained on active duty beyond that date, 
as was done for General Ridgway, who 
was 60 on 3 March and who has over 
35-and-5. 

Visit NATO Capitals 

Because General Gruenther probably 
will wish to visit NATO capitals before 
leaving Europe, there is speculation that 
the change of command may be an- 
nounced considerably ahead of his de- 
parture for Washington. 

In sending General Collins to replace 
General Gruenther in Europe, President 
Eisenhower would dramatize anew the 
importance the U. S. places on NATO 
defense. This undoubtedly would reduce 
inevitable change-of-command complica- 
tions in such a post as SACEUR. 

Well liked in France, where the good- 
will he enjoys is being put to use in 
intricate negotiations concerning U. S. 
supervision of VietNam troop training, 
General Collins also would be highly 
qualified to handle forthcoming problems 
relating to the integration of the 12 di- 
visions of German ground forces into 
NATO. 

The Army makes this latter point 
strongly at this time in view of the Air 
Force persistence that one of its officers 
—possibly General Lauris Norstad, USAF, 
Air Deputy to General Gruenther, should 
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YEARS OF SERVICE 


YEARS OF SERVICE 


Over Over Over Over Over 
6 8 10 12 1 
COMMISSIONED OFFICERS 
$165.00 $165.00 $165.00 $165.00 $165.00 
160.00 160.00 160.00 160.00 160.00 
215.00 215.00 215.00 215.00 215,00 
205.00 205.00 205.00 210.00 225.00 
185.00 195.00 210.00 215.00 220,00 
180.00 185.00 190.00 200.00 205.00 
160.00 165.00 170,00 180.00 185.00 
140.00 145.00 155.00 160.00 170.00 
WARRANT OFFICERS 
$120.00 $125.00 $135.00 $145.00 $155.00 
120.00 120,00 125.00 135.00 140.00 
115.00 120.00 125.00 130.00 135.00 
110.00 120.00 125.00 130.00 130.00 
ENLISTED PERSONNEL 

$90.00 $95.00 $100.00 $105.00 $105.00 
85.00 90.00 95.00 95.00 100.00 
80.00 85.00 90.00 95.00 95,00 
75.00 80.00 80.00 80.00 80.00 
60.00 60.00 60,00 60.00 60.00 
60.00 60.00 60,00 os 60.00 


55.00 55.00 55.00 


Gen. Collins May Get Top NATO Post 
In High Command Shifts By President 


be the next NATO commander. 

Army officials say that General Collins’ 
combat skill demonstrated under General 
Eisenhower’s command in WWII, 
broad administrative experience as Vice 
Chief of Staff and Chief of Staff of the 
Army, and his background in diplomatic 
relations, aside from other considera- 
tions such as rank and prestige, make 
him a logical choice to replace General 
Gruenther, should the President decide 
to bring the present SACEUR to Wash- 
ington. 

With the retirement on 30 April of Gen- 
eral John E. Hull, USA, Far East Com- 
mander, General Gruenther will be out- 
ranked in the Army 
Collins and General Ridgway. 

Those who are familiar with the Presi- 
dent’s great confidence in General Gruen- 
ther feel certain that he would be passed- 
over for the job as next Army Chief of 
Staff only on one count—namely a pos- 
sible belief by the President that the 


his | is some feeling that the Administration 


_Army Navy Air Force Journal 


only by General | 


NATO post requires General Gruenther’s | 


services more than the top Army job at 
the Pentagon. 

But inside the Army, the betting now 
is overwhelmingly that General Gruen- 
ther will be the next Chief of Staff. 


May Not Be Retained 
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Pay Scales As Tentatively Revised By Kilday Subcommittee 


HIS table shows what the new base pay in the Armed Forces would be if the House and Senate approve increases now 
being worked out by the Kilday House Armed Services Subcommittee: 


Pay Under Over Over Over Over Over Over Over Over Over Over Over Over Over 
Grd 2 2 3 4 6 8 10 12 14 16 18 22 26 30 
COMMISSIONED OFFICERS 
0-8 $963.30 — = $1, — > $1,021.80 $1, a. - $1, - = $1, -. = $1, oo 4 $1,021.80 $1, oe. = $1,021.80 $1, _. 4 $1,021. = $1,076. sai 
0-7 800.28 850.20 800.20 850.20 904 967. 
0-6 592.80 592, 30 631, $0 631.80 631'80 631. 30 631, 30 631:80 631.80 635°20 717.60 78. 30 780.00 $11.20 
O-5 74.24 474.24 507.00 507.00 507,00 507.00 507.00 530.40 561.60 577.20 608.40 639.60 670.80 670,80 
O-4 400.14 400.14 429.00 429.00 429.00 452.40 483.60 499.20 514.80 530.40 561.60 577.20 592.8U 592.80 
O-3 326.04 326.04 351,00 374.40 405.60 421.20 3.80 452.40 4638.00 483,60 499.20 514.80 514.80 514.80 
G-2 259.36 274.18 330.40 335.40 351,00 366.60 382.20 397.80 413.40 413,40 413.40 413.40 413.40 413.40 
O-1 222.30 237.12 296.40 296.40 312.00 327.60 343.20 358.80 374.40 374.40 374.40 374.40 374.40 374,40 
WARRANT OFFICERS 
w-4 -90 $354.90 $354.90 $354.90 $376.50 $386.10 $401.70 $421.20 $452.40 $468.00 $483.60 99.20 $514.80 $530.40 
W-3 302.64 323.70 323.70 323.70 331.50 339.30 347.10 358.80 374,40 382.20 405.60 428.00 443.60 459,20 
W-2 264.82 280.80 280.8 230.80 2383.60 304.20 319.80 335.40 -00 397.80 373.40 389.00 404.60 420.20 
W- 219,42 251.20 251.20 251.20 266,80 286.30 294.10 305.80 313.60 321,40 337.00 52.6 F 368.20 
ENLISTED 
E-7 $206.39 $222.30 $222.30 $230.10 $237.90 ™. 4 $261.30 $273.00 $280.80 $288.60 $304.20 $319.80 $335.40 $335.40 
E-6 175.81 187.20 187.20 195.00 214.50 234.00 241.8) 249.60 257.40 273.00 288.60 288, 288.60 
E-5 145.24 163,80 163.80 183.30 191.10 302. 30 210.60 218,40 226.20 234.00 241.80 297.50 257.50 237.50 
122.30 140.40 140.40 159.90 167.70 179.40 187.20 195.00 202.80 210.60 218.40 218.40 218,40 218.40 
E3 99.37 117.00 117.00 2. 140.40 148.20 156.00 159,90 163. 163.80 163.80 163.80 163.80 163.80 
E-2 85.80 101.40 101,40 109.20 117.00 124.80 132.60 132.60 132.60 132.60 132.60 132.60 132,60 132.60 
em end 98.80 98. 106.60 106.60 106.60 106.60 106,60 106.60 106.60 106.60 06.6' 106.60 106.60 


Asked In Incentive Pay For Air and Sub Crews 


Over Over Over Over Over 
16 22 26 30 
$165.00 $165.00 $165.00 $165.00 $165.00 
160.00 160.00 160.00 160.00 160.00 
220.00 245.00 245.00 245.00 245.00 
230.00 245.00 245,00 245.00 245.00 
230.00 240.00 240.00 240.00 240.00 
205.00 205.00 205. 205.00 205,00 
185.00 185.00 185.00 85. 185.00 
170.00 170.00 170,00 170.00 170.00 
$160.00 $165.00 $165.00 $165.00 $165.00 
140.00 140.00 140.00 140.00 140.00 
135.00 135.00 135.00 135.00 135.00 
130.00 130,00 130.00 130.00 130.00 
$105.00 $105.00 $105.00 $105.00 $105.00 
100.00 100.00 100.00 100.00 100.00 

95.00 95.00 95,00 95.00 95.00 
80.00 80.00 80.00 80.00 80.00 
60.00 60.00 60,00 60.00 60.00 
60.00 60.00 60,00 60.00 60.00 

55.00 r 55. o 


in expressing concern over the cuts to 


Congress, spell retirement for the Chief 
of Staff. 

In view of General Ridgway’s experi- 
ence and successes in international re- 
lations, as Far East Commander and 
SACEUR, and his prior assignments on 
key Inter-American Defense groups, there 


will tap him for an important diplomatic 
post when he leaves active Army service. 
Gen. Bolté to Retire 

That General Ridgway’s successor may 
be named well in advance of the 16 Aug. 
date when he will complete two years in 
the post now is believed likely. One cause 
for heightened speculation on this pros- 
pect is the retirement on 30 April of Gen- 
eral Charles L. Bolté, USA, Vice Chief 
of Staff, who was expected to retire at 
the end of May. 

Normal procedure is for an Army Chief 
of Staff to have a major say in who will 
be his Vice Chief of Staff, particularly 
since Army reorganization actions in the 
past few years have given widely broad- 
ened authority to the No. 2 man. 

It is recalled that when General Collins 
was winding up his tour as Chief of Staff, 
major decisions and personnel actions 


| which would likely affect Army plans for 
| some time to come, were held up, where 


possible, in order to give General Ridg- 
way an opportunity to take the action he 


| desired. 


Though the President has not indicated 


publicly whether he intends to retain any 
or all of the present members of the 
Joint Chiefs of Staff after they complete 
two years in office, it is widely believed 
in the Army that the “Chief,” General 
Ridgway, is not likely to be retained. 
Professional opinion in the Army is 


| that General Ridgway’s age and service, 


his publicly stated disagreement with 


Administration plans for cuts in Army 
| Manpower, and the surprising failure of 


Army Secretary Robert T. Stevens to 


back up his principal military advisor 


During the latter weeks of his tour, 
General Collins was in frequent con- 


| sultation with General Ridgway on an in- 


formal basis to smooth the transition. 
This pattern undoubtedly will be followed 
in the next shift of Chiefs. 

The appointment of a new Chief of 
Staff inevitably means a considerable re- 
alignment of two-star and three-star offi- 
cers. This will be heightened in the next 
few months by the simultaneous retire- 
ments of Generals Hull and Bolté. 

And since General Ridgway is serving 
now under a special extension following 

(Please turn to Page 785) 
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Maj. Gen. Day Named 
C of S For Sage Brush 


Assignments to two key staff positions | 
in Exercise SAGE BRUSH, the major Air | 


Force-Army joint maneuver to be held 
in the South this Fall, have been an- 
nounced by General O. P. Weyland, ma- 
neuver director and TAC commander. 

Chief of staff for the maneuver will be 
Maj. Gen. Francis M. Day, USA, 47th 
Antiaircraft Artillery Brigade, Ft. Mac- 
Arthur, Calif. Brig. Gen. Glynne M. Jones, 
USAF, former commander of the 63d 
Troop Carrier Wing (Heavy), Donaldson 
AFB, S. C., will be deputy chief of staff. 

Assignments of Lt. Gen. L. D. White 
as deputy maneuver director for Army 
and Maj. Gen. D. W. Hutchison as deputy 
maneuver 
nounced by the Department of Defense. 

Exercise SAGE BRUSH will provide the 
two services with training in all types of 
operations engaged in by theater air and 
ground forces. The exercise will be 
marked by extensive employment of 
simulated atomic weapons. Headquar- 
ters for the exercise are now located at 
‘Langley AFB, Va. 





director for Air were an- | 


DESERT ROCK 

Infantry, artillery and engineer 
troops of the Fourth Armored Di- 
vision at Ft. Hood, Tex., will par- 
ticipate in Exercise Desert Rock 
VI between 10 March and 5 April. 

Company “C” of the 510th 
Armored Infantry Battalion, com- 
manded by Capt. Rolland McMil- 
lan, Battery “A” of the 22nd 
Armored Field Artillery Battalion, 
commanded by Capt. Carlton F. 
MeMillan, and the first platoon of 
Company “C,” 24th Armored En- 
gineer Battalion, under command 
of Lt. John O. Cappel, are the units 
selected to take part in the exer- 
cise. 

The units will leave in early 
March, going first to Camp Irwin, 
Calif., after which they will pro- 
ceed to the site of the exercise in 
Nevada. The troops will be com- 
manded during their absence by 
Maj. Joseph H. Grant, assistant 
G-3 (Operations) officer of the 
Fourth Armored. 


SENATOR STROM THURMOND (right) 
receives from Lt. Gen. A. R. Bolling, 


| Third Army Commanding General, the 


stars of his new rank as Brigadier Gen- 
eral. The presentation took place at 
Atlanta where Senator Thurmond spoke 
at the annual military ball of the Atlanta 
Chapter of the Reserve Officers’ Asso- 
ciation. Senator Thurmond is National 
President of the ROA. 





Gen. Smith Takes Review, F lyers Honored 
As 11th Abn. Div. Marks Twelfth Birthday 


The 11th Airborne Division, celebrating 
a 12th birthday, staged a full-scale di- 
vision review at Ft, Campbell, Ky., on 25 
Feb. 


A feature of the review was the post- 


| humous presentation of Commendation 
| ribbons with metal pendants to Capt. 





Col. Ritchie 2d Army QM 


John Raspet, jr., USAF, and First Lt. 
Ross W. Richards, USAF, pilot and co- 
pilot respectively of a C-119 troop carrier 
aircraft which crashed 11 Jan. near 


| Sewart AFB, Tenn., en route to Alaska 


Col. Charles A, Ritchie, USA, Assistant 
a Supply Operations at the Richmond, 
, Quartermaster Depot since August | 


959, became Quartermaster, Headquar- 
Meade, Md., on 


M 
ters Second Army, Ft. 
1 March. 





ing March. 


be made. 
Army 


rations in late 
for promotions. 





OFFICER PROMOTION PROSPECTS 


Based on preliminary check of February strengths, 
week that there would be few, if any, Army temporary officer promotions dur- 


it appeared late this 


The selection board considering first lieutenants and captains for higher 
temporary rank is still in session. Normally, several weeks are needed to proc- 
ess recommendations after the board adjourns, 

No promotions to lieutenant colonel are foreseen for the month, although 
there is a possibility that a limited number of advancements to colonel will 


authorities point out that usually the months of February and March 
are characterized by relatively low losses in officer ranks, with increased sepa- 
Spring and early Summer. This will create some vacancies 













A Veteran in 
LONG- 
DISTANCE 
MOVING 


The hash-marks don’t show, 


but North American 


Van Lines has been moving Armed Forces families 


for years and 


years. 


Scientific packing, careful 


handling and prompt deliveries have built North 
American’s reputation in The Service. When your 
transfer comes through, ask your Transportation 
Officer to call the local North American agent. 
Enjoy the happiest move you ever made with the 
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*More agents in more cities than any other van line. 
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to participate in Exercise SNOWBIRD. 

Captain Raspet and Lieutenant Rich- 
ards remained with the disabled plane 
and kept it under control long enough to 
allow the 34 paratrooper-passengers to 
bail out safely. As a result they were un- 
able to escape themselves and died in 
the ensuing crash. 

Lt. Col. Douglas Spawn, USAF, squad- 
ron leader of the two fliers, received the 
medal for Captain Raspet and Mrs. Rich- 
ards received her husband’s decoration. 

Reviewing the troop was ‘Angel’ com- 
mander, Maj. Gen. Wayne C. Smith, 
USA. 

Military and civilian dignitaries who 
were the General’s guests on the review- 
ing stand included Brig. Gen. Hoyt S. 
Prindle, USAF, vice chief of staff, 18th 
Air Force, Donaldson AFB, Greenville, 
S.C., Brig. Gen. Cecil H. Childre, USAF, 
commander of the 463d Troop Carrier 
Wing, AFB, Okla., Capt. Stephen W. Car- 
penter, USN, commanding officer of 
Clarksville Base; Lt. Col. James Mabry, 
USMC, Marine commandant, Clarksville 
Base; Maj. William Kleeman, Clarksville, 
Tenn., Mayor Chester Porta, Hopkins- 
ville, Ky., Judge W. D. Hudson, Clarks- 
ville; and Judge James Higgins, Chris- 
tian County, Ky. 

Following a luncheon break in the 
day’s festivities, General Smith dedi- 
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cated a parade ground in the new 511th 
Airborne Infantry area in memory of 
Capt. Pat Wheeler, an llth Airborne Di- 
vision paratrooper killed in action at 
Nichels Field, Luzon, P.I., in the drive on 
Manila, February 1945. 

Then, in a polished ceremony on Drop 
Zone Yamoto, the 10,000th graduate of 
the Division’s Airborne School was hon- 
ored as General Smith pinned silver 
paratrooper wings on Pvt. Theodore B. 
Tellefson. 

After his classmates had received their 
wings and congratulations from the Gen- 
eral, the 18-year-old trooper joined the 
‘Angel’ commander on the reviewing 
stand as the day’s graduation class 
passed smartly in the famous “Airborne 
Shuffle.” 

With the graduation still in progress, 
Air Force C-119 planes from the 314th 
Troop Carrier Wing, Sewart AFB, carry- 
ing men and equipment of the 320th 
Field Artillery Battalion were visible 
across the field taking off from adjoining 
Campbell AFB. 

Techniques of parachuting and heavy 
equipment drop were explained and ex- 
hibits produced as preparation for the 
day’s tactical problem. Hardly had the 
supposed positions and activities of the 
enemy aggressor force been explained and 
the objectives of the U.S. Airborne bat- 
talion been outlined, when the first line 
“Vv” flight of nine planes came into sight. 

The first pass was at 1,500 feet with 
6,500-pound loads of 105 millimeter 
howitzers and three-quarter ton trucks. 
The trucks and guns came in on dual 
parachutes, the ammunition and singles. 
There was one minor mishap. Two of 
the big loads collided in mid-air and 
came down entangled with one of the 
trucks turning over. Damage was slight. 

Nine more planes came in at 1,000 feet 
with their load of 40 paratroopers each. 
Of the 360 jumpers, there were only two 
minor injuries. 

Shell bursts and a tank break-through 
featured simulated enemy action. The 
320th quickly set up a battery of the 
howitzers and a fire mission was called. 

When the enemy was deemed too 
strong, Air Force F-86 Sabre-Jets were 
called for an air strike. The battery con- 
tinued firing. The Sabre-Jets first dove 
at an angle approaching vertical with 
simulated bombs. Then others came in 
with napalm bombs. 





Heads Bliss Training 

New chief of the Training Division, 
G-3, at Ft. Bliss, Tex., is Lt. Col. Palmore 
A. Ferrell, USA, reassigned from South 
Park Military Reservation, Broughton, 
Pa., where he was commanding officer of 
the 701lst AAA Battalion. 

In Korea, he served as chief, G-3 Plans 
Division of IX Corps in 1952. The follow- 
ing vedr he served as G-3 officer at the 
Munsan-Ni Provisional Command, the or- 
ganization charged with supervision of 
“Operation Big Switch’—the prisoner of 
war exchange. 
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High Command Shifts 


(Continued from Page 783) 

his 60th birthday and without a definite 
tour of duty—not even the two-year pe- 
riod—the Army is wondering how long it 
will be before the word is out on the 
new lineup at the top. 

This concern is not exclusively an 
Army phenomenon. 

In the Air Force, speculation is grow- 


ing concerning General Twining’s pros- | 


pects for the JCS Chairmanship. It’s no 
secret that the Air Force will be greatly 
disappointed if one of their officers 
doesn’t get that job next, and the Air 
Force hopes it will be in August. 

General Thomas D. White, USAF, Vice 
Chief of Staff, is seen as the top prospect 
for the Chief of Staff assignment in the 
event that General Twining, as is now 
expected, becomes the next Chairman of 
the JCS. 


This would set off a chain-reaction in | 


Air Force reassignments, which could in- 
volve such top commanders as General 
Norstad in Europe and General Curtis E. 
LeMay, USAF. 

In addition to General Norstad, who 
has been on duty in Europe for five years 
and who seemingly would be destined for 
Stateside service if not given the 
SACEUR post, the Air Force is speculat- 
ing on possible shifts of other top gen- 
erals. 

Such speculation annually is led by 
questions regarding General LeMay. 
Commander of U. S. Air Forces in Eu- 
rope from October 1947 until October 
1948 when he took command of SAC, he 
is, of course, overdue for a change in 
assignment. 


In this connection, it is to be recalled 


that prior to the onset of the illness of 
the late General Hoyt S. Vandenberg, 
then USAF Chief of Staff, General Le- 
May was nominated and confirmed by 
the Senate to be Vice Chief of Staff. He 
was to have switched jobs with General 
Twining. 

The commanders of the Air Force's 
other two major combat commands also 
could come up with new assignments in 


the forthcoming realignment of top offi- | 


cers. 

They are General Benjamin Chidlaw, 
USAF, 54, who is head of the Air Defense 
Command, and General O. P. Weyland, 
USAF, 53, head of the Tactical Air Com- 
mand. 


Should the President decide to make a | 








complete change in the JCS, the Navy | 


officer who is seen as a likely successor 
for Admiral Robert B., Carney, USN, 
Chief of Naval Operations, is Admiral 
Jerauld Wright, USN, C-in-C of the At- 
lantic Fleet and General Gruenther’s op- 
posite NATO number as SACLANT. 
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CHAPLAIN WALSH GETS THIRD MEDAL 


Chaplain (1st Lt.) Cormac A. Walsh, USA, was awarded a third Silver Star 
Medal for heroism in Korea during recent ceremonies at Ft. Meade, Md. The 
three Silver Stars were awarded for actions during a four-day period in the 
Christmas Hill area of North Korea. During this period, the companies in the 
chaplain’s regiment, the 180th Infantry of the 45th Division, were reduced by 
casualties from strengths of 250 to as low as 30 men. 

‘Chaplain Walsh is the brother of Marine Sgt. William G. Walsh, who was 
posthumously awarded the Medal of Honor for valor on Iwo Jima in WW II. 
Lieutenant Walsh was commissioned in the Army in 1952 and spent almost a 
full year in Korea. Since October, 1953, he has been assistant post chaplain at 
Ft. Meade, Md. He recently was named Army Chaplain of the Year and was 
given the Four Chaplains Award by the National Conference of Christians 
and Jews and the Reserve Officers Association of the United States. 

















FAIRCHILD congratulates 
the II" Airborne Division 
on its 12" Birthday 


Cena the mountains in the Leyte Campaign, the hard- 
fought battles from Nasugbu to Manila, the Los Banos Raid, the 
campaigns in Southern Luzon and Malepunyo and the more 
recent outstanding campaigns in Korea. . . these are but a few 
of the proud achievements of the 11th Airborne Division, cele- 


brating its Twelfth Anniversary today. 


Born on February 25, 1943, the 11th Airborne Division has 
earned presidential citations, scores of individual citations and 
medals and the world’s esteem in a record of engagements that 
is second to none. This battle-scarred division will long be re- 
membered by the 2100 grateful prisoners of war rescued at 


Los Banos who gave them their proud title .. . THE ANGELS. 


Here is a salute to the courage and patriotism of the officers and 
men of this outstanding combat organization, from Fairchild 
Aircraft Division, home of another combat veteran. the world- 
famous and dependable C-119 Flying Boxcar. 



















































































| Army Navy Air Force Journal 785 


5 March 1955 





Army NCO Named Head 
| Of Ministerial Alliance 


S/Sgt. Charles H. King, Ft. Campbell, 
Ky., has been elected president of the 
Clarksville, Tenn., Ministerial Alliance, a 
group composed of clergymen of ail de- 
nominations. 

In addition to his duties as noncom- 
missioned officer in charge of the Ground 
Training Section at Campbell AB, Ser- 
geant King, is pastor of the 5th Ward 





Baptist Church in Clarksville. 
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CONFIRM ADM. RUSSELL 

The appointment of RAdm. James 
S. Russell, USN, to be Chief of the 
Navy's Bureau of Aeronautics was 
confirmed this week by the Senate. 

A 1926 graduate of the U. S. Naval 
Academy, Admiral Russell current- 
ly is serving as Commander Carrier 
Division Five in the Pacific. 





Next Supercarrier ‘To Be USS Congress; 


Shipbuilding Plans Call For 28 Ps 


The Navy’s fifth Forrestal-class car- 
rier will be named the USS Congress. 

This revelation was made by Chairman 
Carl Vinson (D-Ga) of the House Armed 
Services Committee as he spelled out 
complete details of the Navy’s planned 
shipbuilding program for the coming fis- 
cal year. 

Mr, Vinson has introduced a shipbuild- 
ing authorization bill which calls for con- 
struction of 24 new warships and con- 
version of 28 other vessels. 

The number of warships previously 
had been disclosed by Navy Secretary 
Charles S. Thomas, but the Secretary did 
not specify the number of conversions 
included in the $1,317,000,000 program. 

According to Mr. Vinson's proposal, 
conversions will include six carriers, one 
heavy cruiser, one guided-missile light 
cruiser, one guided-missille destroyer, 12 
radar picket escort vessels, two cable re- 
pairing and laying. ships, one seaplane 
tender and four ocean radar station 
ships. 

The new warships, previously listed in 
THE JOURNAL, include one 60,000-ton car- 
rier, which Mr. Vinson specifies is “to be 
named United States ship Congress,” six 
destroyer leaders, seven destroyers, three 
atomic submarines (one for radar picket 
work), four conventional submarines, one 
guided-missile sub and two destroyer es- 
Additionally, new construction 
two inshore minesweepers, 
general stores 
and a num- 


corts, 
will include 


two ammunition ships, one 
ssue ship, five patrol vessels, 










A PROMINENT 


QUOTES AN OLD SAYING 






“WELL-INSURED 
PEOPLE SEEM 


PSYCHOLOGIS 


TO LIVE FOREVER...” 





ber of landing craft totaling 14,000 tons. 
As planned, the shipbuilding program 


will cost approximately $275 million more | 


than was appropriated for fiscal year 
1955. 

Secretary Thomas has said, however, 
that the actual number of ships operat- 
ing with the fleets during the next 16 
months will be reduced. Twenty-six new 
vessels (including the USS Forrestal), 
from previous shipbuilding programs, 
will be added to the fleet during the year, 
but the overall total will drop to 1,001 by 
30 June 1956. This is 100 fewer ships than 
the Navy had at the beginning of fiscal 
"S65. 


Navy Appoints 10 CPO’s 
To Warrant Officer 


has appointed 10 CPO’s to 





The Navy 


the rank of Warrant Officer, W-1. The 
appointees are: 
To Ordnance Control Technician— Rex 


L. Evans, FFC; Kenneth R. French, GSC; 
and Kenneth L. Kear, FTCA. 

To Underwater Ordnance Technician- 
Milo J. Baldasari, TMC. 

To Machinist—Edward J. Halek, ENC 
(SS). 

To Supply Clerk—Howard S. John- 
son, CSC; John J. McHugh, SKCA; Wal- 
ter A. Pannek, SKC; Ross M. Pyke, SKC; 
and Milton T. Shoffeitt, SKC. 

Appointments, the Navy said, 
tive upon acceptance. 


are effec- 
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Mutual bial iguraite Company 


(An Old Line Lego! Reserve Compony) 
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RECOMMENDED by Best's end oll other recognized 
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It’s one way of saying that the 
feeling of security, of freedom 
from future want, can make a 
strong contribution to physi- 
cal well-being. Buy peace-of- 
allotment? 
Yes! And what a low price to 
pay for this important link in 
your chain of protection. 


i i mi sae ci a dai aly -s 


Without obligating me, please present me with full information 
ond rotes on your special coverage. 

PLEASE PRINT PLAINLY 
NAME 

RANK 


ORGANIZATION 
QUARTERS 


POST OR BASE 


PLAN FOR OFFICERS 


%& Provides lifetime coverage. No 
war clause. World-wide pro- 
tection in war and peace. 


% Fully flexible to meet any 
changes in officer's personal or 
family situation. No medical 
re-examination. 


%& Low cost preferred risk policy, 
guaranteed to pay up before 
normal retirement age. Special 
allotment rates. 


%& $15,000 coverage for most 
officers, including pilots. (Up 
to $25,000 in some cases.) 


GET ALL THE FACTS TODAY! 


BIRTH DATE 
(Compeny, Sqvedron, Ship or Other Activity} 
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A Marine bayonet instruc- 
tor side-steps a ‘‘left-jab”’ 
and is set to parry during 
a practice session designed 
to test the advantages of 
» the Seidler bayonet system 
undergoing develop- 
ment in the Fleet Marine 
The use of the 
Pugil Sticks per- 


now 


Forces. 
padded 
mits a man to follow- 
threugh, rather than pull 
his punches in an effort not 
to injure a practice oppo- 


nent. 


USMC Tests New System of Bayonet 
Fighting—Expected To Be Adopted In 56 


A new system of bayonet fighting is 
expected to be adopted by the Marine 
Corps in 1956. 

Developed by Dr. Armond H. Seidler, a 
university professor and former in- 
structor in hand-to-hand fighting, the 
new system stresses individual aggres- 
siveness and marks the first major 
change in the rifleman’s use of cold steel 
since 1905, the Marine Corps said. 

The new style in bayonet fighting is 
based on the fundamentals of boxing, 
and is claimed to be more easily learned 
than the by-the-numbers “parade ground” 
method. “If you can throw a left hook, a 
roundhouse right or an uppercut,” Dr. 
Seidler says, “you can learn this new 
system of bayonet fighting in a matter of 
minutes.” 

Already endorsed by the Marine Corps 
Development Center at Quantico, Va., 
and the Marine Corps Recruit Depot, 
Parris Island, S. C., the new system is 
now undergoing final evaluation by the 
Fleet Marine Forces. 

Part of the training under the new 
method makes use of a Pugil Stick—a 
length of pole with heavy pads at both 
ends. The use of the pugil stick permits 
a man to follow through and to actually 
| test the effectiveness of the various move- 
ments on an opponent. Under the older 
method, a man had to “pull his punches” 
to insure the safety of his practice op- 








ponent. 

Recent tests were devised pitting the 
| new system against the older method. 
The “boxer’s system,” it was reported, 
prevailed more than three to one. In 





trained recruits in both systems for the 
same number of hours—-300 to each 
group. At the same time, a point score 
was devised allowing a tally for each 
blow struck which, in the opinion of 
judges, would have been fatal had a real 
bayonet been used. 

While the new system won out by 
more than a three-to-one score, Marine 
officials reported that it was difficult to 
determine an accurate count since many 
of the contestants, who were using the 
Army system, naturally began to use 
some of the new system’s movements as 
they observed their opponents’ success. 
It is an instinctive reaction, it is re- 
ported, to swing into the system which 
lessens awkwardness. 

The Commanding General, Parris Is- 
land, reports that the new system tend- 
ed to “encourage the Army method 
fighters to shift over to type ‘B’ method” 
—the Seidler system. 

Pending final approval by General 
Lemuel C. Shepherd, jr., USMC, Marine 
Commandant, a new training directive 
has been prepared for publication. 

The Seidler report states that the 
Army method bears slight resemblance 
to any known athletic skill. The old sys- 
tem, it contends, uses the rifle and bay- 
onet as a pike, lance, or spear, while the 
new method utilizes them more as a club, 
or quarterstaff. 

The great advantage of the Seidler 
system, according to Marine officials, is 
that it conforms with natural body move- 
ments. It has also been demonstrated, 
the Marines report, that man-training 
hours can be saved by use of the new 


| setting up the test, the Marine Corps | system. 





of coats, trousers and garrison caps. 


or hand washed. 


in use, Marine Corps officials said. 





NEW OFFICER UNIFORM MATERIAL READY 


Marine Corps officers may now order summer uniforms to be made of 
a new synthetic tropical worsted fabric. 

The material is composed of 50% dacron and 50% wool in khaki M-113 
shade, and is available at the Marine Corps Clothing Depot, Philadelphia. Its 
use has been authorized for tailoring of summer service uniforms, consisting 


According to the Corps’ Permanent Uniform Board, the cloth has excellent 
crease retention qualities, is wrinkle resistant, 


The cost of the new material runs slightly higher than the wool fabric now 


and may be either dry cleaned 








— 


THE SMARTEST HEADS 
| SERVICE WEAR 


IN THE 


DER ASHINE 


CAPS 
LEE UNIFORM CAP MFG. CO. 
Maryland 
Phone - SAratoga 7-6215 


Baltimore Il, 





Sixth Marine Officers 


Slate Ninth Reunion 
Officers who served with the Sixth Ma- 
rine Division will meet for their Ninth 
Annual Reunion Dinner at the Marine 
Corps Schools, Quantico, Va., on 1 April. 
The reunion date marks the 10th anni- 
versary of its landing on Okinawa. 
Further information and reservations 
can be had by contacting Lt. Col. A. D. 
Cereghino, USMC, Testing and Education 
Unit, MCS, en Va. 
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Marine Officer Promotions For Fiscal °56 
Will Show 33% Drop Below ‘55 Level 


Marine Corps officer promotions in fis- 
eal year 1956 starting 1 July will drop 
nearly one-third below the FY ’55 level. 

Brig. Gen. Nels H. Nelson, USMC, As- 
sistant Chief of Staff, G-1, and Marine 
Corps Manpower Coordinator, in recent 
testimony before the Stennis Subcommit- 
tee of the Senate Armed Services Com- 
mittee, said that planned advancements 
for the next fiscal year would total 4,134. 

This is 1,822 fewer promotions than 
will have been made by the end of fiscal 
year 1955. 

The Corps began fiscal year 1955 with 
a total officer strength of 17,718 and will 
be down to 17,215 by the end of fiscal '56. 

During the first half of fiscal ’55, 1 July 
to 31 Dec. 1954, the Marine Corps effected 
933 boosts to the following ranks: Lt. 
Gen., two; Maj. Gen., five; Brig. Gen., 
nine; Col., 20; Maj., three; Capt., 20, and 
1st Lt., 874; a total of 933. 

Advancements planned for the second 
half of fiscal ’55, from 1 Jan. to 30 June 
1955, total 5,023. A breakdown of the proj- 
ected rank increases is as follows: Maj. 
Gen., one; Brig. Gen., one; Col., 12; Lt. 
Col., 192; Maj., 553; Capt., 1,043, and 1st 
Lt., 3,221. 

The total number of boosts, in all ranks, 
which have been made in the first half 
of FY ’55, and which will be made in the 
second half of FY ’55, total 5,956. 

On the other hand, fiscal year 1956 pro- 
motion to the various ranks will be made 
in the following numbers: All generals, 
18; Col., 42; Lt. Col., 83; Maj., 426; Capt., 
625, and 1st Lt., 2,940. a 

A comparison of the two sets of figure 
reveals that there will be fewer advance- 
ments to all ranks during the coming fis- 
cal year, with the exception of generals 
and colonels. The same number of gen- 
erals, 18, will be made in FY ’56 as will 
have been made by the end of the cur- 
rent fiscal year; 10 more lieutenant colo- 
nels, however, will be advanced to full 
colonel in FY '56 than will have been 
made by 30 June, 

The largest dip in advancements will 
be experienced in the rank of 2d lieuten- 





problems? 


No, sir, not since we joined the 
Armed Forces Medical Aid Asso- 
ciation. Through this non-profit 
organization the wife and kids 
get really great protection from 
"most any medical or surgical 
problem that crops up. 


And here’s the big thing—I get 
this terrific protection for only 
$8.00 ($5.50 if you have no kids). 
AFMAA was chartered by and for 
servicemen, works for you in the 
ZI or overseas, gives you many 
benefits that apply in govern- 
ment hospitals, too. Write today. 


ARMED FORCES MEDICAL 
AID ASSOCIATION 


Dept. D 
403 West Nueva Street 
San Antonio 7, Texas 











ant; 1,155 fewer officers will be promoted 
to Ist lieutenant in FY ’56 than in FY 
*65. In the remaining ranks the drop-off 
will be as follows: to Capt., 438; to Maj., 
130, and to Lt. Col., 109. 

The bulk of promotions still to be made 
during the current fiscal year are to the 
rank of ist lieutenant and are expected 
to be announced by Headquarters with- 
in the next several weeks. 


New Duty For Col. Katin 
Lt. Col. Joseph G. Katin has been ap- 
pointed Assistant for Supply Operations | 
announced by Col. Thad A. Broom, Depot. | 





Could you afford 
to replace 

your valuables 
if you suffered 
a loss by 

fire, theft 


or transportation? 


Lt. William R. Self Heads 
USMC Basic Course Grads 


Lt. Gen. Gerald C. Thomas, USMC, 
Commandant of Marine Corps Schools, 
was principal speaker for graduation cer- 
emonies of the 493 Marine second lieu- 
tenants and four allied students of the 
4th Basic Course 26 Feb. at Quantico, Va. 

General Thomas was introduced to the 
audience by Maj. Gen. Robert O. Bare, 
USMC, Director of the Marine Corps Ed- 
ucational Center. Col. Lewis W. Walt, 
USMC, Commanding Officer of Basic 
School, made the closing remarks follow- 
ing presentation of diplomas by General 
Thomas to the students. 

Second Lt. William R. Self was honor 
man. 
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Maj. R. J. Morrisey 


Leads Marines in Turkey 

Maj. Richard J. Morrisey, USMC, will 
lead members of the Third Battalion, 
Sixth Marine Regiment, during an am- 
phibious assault landing at Saros Bay, 
Turkey, on 16 March. 

Following the landing, the Marines, 
presently serving with the U. S. Sixth 
Fleet in the Mediterranean area, will 
move inland and link up with Turkish 
Army land forces. 








You'll get special attention from Journal 
advertisers—they cater to Service personnel, 






































Members of the Armed Forces because of their frequent changes of station, are constantly 
adding to their worldly possessions—oftentimes without realizing the total value that has been 
built up during the years—particularly the replacement value in these inflated times. 

Are you protected if you should suffer a loss? You can enjoy protection at low cost—with a 
USAA Floater policy. This USAA policy gives the insured, his wife, and dependent members of the 
family insurance protection against fire, theft and transportation on household goods and personal 


effects. 


With a USAA policy, you are protected regardless of the location of the property within 
the territorial limits of the policy*—in temporary or permanent residence, in government or com- 
mercial storage, and during shipment. Quick settlement of claims is made wherever you are—in- 
cluding remote overseas areas. 






ELIGIBLE FOR A USAA POLICY? 


Eligible for USAA automobile or 
household effects insurance at cost are: 
active and retired Officers, Cadets and 


Warrant Officers of the Army, Air 
Force, Navy, Marine Corps, Coast 
Guard, Public Health Service, Coast 


and Geodetic Survey, Foreign Service 
Officers of the Department of State; 
Reserve and National Guard Officers 
when ordered to extended active Federal 
duty; the widows of such Officers and 
Warrant Officers so long as they remain 
unmarried. 


*USAA FLOATER POLICY IS VALID 
IN THESE AREAS 


United States of America, its terri- 
tories or possessions, Canada, Cuba, 
Republic of Panama, Continental Europe 
(excluding the USSR), the British Isles 
and Eire, Bermuda, Trinidad, the Azores, 


Iceland, Greenland, the Philippine 
Islands, Japan, Australia, New Zealand 
and all other islands located in the 


Pacific area (except Borneo, Dutch East 
Indies, New Guinea and those islands 
under control of USSR or China), and 
between ports thereof, 













225,000 USAA policy holders. 
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now under 
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Ready eorly 1956 





























SAVE MORE THAN 25% WITH USAA, THE SIXTH LARGEST 
RECIPROCAL INSURANCE COMPANY IN THE UNITED STATES 


United Services Automobile Association was organized in 1922 
to provide officers and warrant officers—a “preferred risk” group . . 
with insurance at cost. The Association is under the direction and man- 
agement of active and retired officers of the Armed Services. All selling 
is by mail, so there are no sales commissions to pay, or branch office 
overhead to meet. The savings thus made are passed on to approximately 


don't delay- write today! 


Write today for application blank and complete in- 
formation on how you can join over 200,000 other 
officers who are enjoying USAA insurance at cost. 


[] Send information on insurance covering household 
and personal effects 


[] Send information on automobile insurance 


<@PJnited Services 


AUTOMOBILE ASSOCIATION 
Dept. E6. 1400 E. Grayson Street °@ 


San Antonio 8, Texas 
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Brig. Gen. Eubank 
Heads B-52 Unit 


Brig. Gen. William E. Eubank, jr., 
USAF, who majored in mining engineer- 
ing at Virginie Polytechnic Institute, will 


have command of the first operational | 


B-52 Stratofortress heavy jet bombers at 
Castle AFB, Calif. 


Air Force Secretary Harold E. Talbott 
announced on 2 March that the 93d Bomb 
Wing, which General Eubank heads, will 
receive the first B-52 in late Spring. 


General Eubank, 42, entered the Army 
Air Corps as a flying cadet in February 
1936. He has served with the Strategic 
Air Command since February 1948, going 
to Castle in July 1953 from duty as Chief, 


| 


Operational Plans Division, at SAC Head- | 


quarters, Offutt AFB, Nebr. 


The B-52 ultimately will replace the 
B-36 in SAC heavy bombardment wings. 





New Harmon Hospital 
Will Cost $2 Million 


The $2-million permanent hospital at 
Harmon AFB, Newfoundland, about a 
quarter finished, is tentatively sched- 
uled for opening by December. 

The establishment, which will be the 
only permanent hospital in the North- 
east Air Command, willl include capacity 
for 100 beds which can be expanded dur- 
ing an emergency to 150 beds; a modern 
kitchen, out-patient service, obstetrical 


suite, operating and delivery rooms, den- | 


tal clinic, and a nursery. 

When completed, medical personnel at 
Harmon will be increased from its pres- 
ent staff of 60 to about 175, according to 
Maj. Gordon H. Rhoades, USAF Hospital 
Commander. 








Special Automobile 
Financing Service 
and Loans 


COMMISSIONED OFFICERS 


AND NON-COMS OF FIRST 2 GRADES .. . 
WHEREVER LOCATED 


BEST IN THE WORLD— 


“| must say your service is the best in the 
world.” 
— An Army Lieutenant 


WORLD WIDE SERVICE 





POR OVER 20 YEARS 


For Information Contact ""Dept. A‘' of 
Office Nearest You . 


Alexandria, Va., 113 No. St. Asaph St. 
Augusta, Ga., Marion Bidg., 739 Broad St. 
Columbus, Ga., 3257 Victory Drive 
Honolulu, T. H., 1410 Kapiolani Bivd. 
Louisville, Ky., 606 S. 4th St. 
Elizabethtown, Ky., 109 N. Main Street 
Warrington, Fla., 31 Navy Bivd. 

San Francisce, Calif., 1407 Bush St. 

San Antonio, Tex., 3603 Broadway 

San Diego, Calif., 1348—3rd Ave. 

















AF Sets 15 April Date 
For P. R. Course Requests 


A six-week public relations course is 
being scheduled for Air Force officers at 
the University of Maryland starting in 
July. 

Spaces for up to 30 field grade officers 
have been arranged, with priority to de- 
pend on date of application. Although 
the first class will be limited to field 
grades, future plans call for company 
grade classes. 

Purpose of the course is to provide 
educational training in the theories and 
practices of public relations principles 
pertinent to the AF’s Information Serv- 
ices program. Presently assigned ISOs 
and officers who are qualified for that 
assignment are eligible to apply for the 
course. 

Application should be made direct to 
USAF Institute of Technology, in ac- 
cordance with instructions outlined in 
AFR 53-11, dated 17 May 1954. Cutoff 
date for applications to be received by 
USAFIT is April 15. 





AF Reenlistees Sign Up 


For Bases of Choice 


More than 5,300 airmen have taken ad- 
vantage of the new Air Force personnel 
procedure which permits them to select 
the base of their choice upon reenlist- 
ment. This total covers the period from 
last October, when the policy became 
operational, through January. 

Airmen stationed overseas may indi- 
cate choice of next duty base in that 
theatre upon reenlistment. Those return- 
ing to the United States for separation 
may reenlist and indicate at the port 
their choice of ZI station. Those on duty 
in the U.S. indicate their choice of next 
duty base upon reenlistment. 

Assignment under the new policy de- 
pends on two things: whether a vacancy 
exists and whether an airman’s skill is 
not deemed surplus. If an airman’s skiil 
is surplus and he is otherwise qualified, 
he may request assignment to the basic 
airman technical school of his choice. 


Chap. Schroeder Joins NEAC 


Chaplain (1st Lt.) Duane Schroeder, 
USAF, recently became Protestant Chap- 
lain at Torbay Airport, Newfoundland. 
His last assignment was at Lackland 
AFB, Tex. 


Looking for something? Want to dispose 
of something? Use and read the Army Navy 
Air Force Journal’s classified advertisements. 

















record in accident-free flying. 


spot in the Hall of Fame. 


Squadron, Ellsworth AFB, S. D. 





SAC’S SAFETY HALL OF FAME 

A Strategic Air Command Flying Safety Hall of Fame has been established 
to honor units with a year or more of accident-free flying operations. Col. 
Cc. J. Cochrane, USAF, chief of SAC’s Flying Safety Division, said that each 
of the units listed would receive a certificate of merit for its outstanding 


Heading the Hall of Fame list is the 5th Air Base Group at Travis AFB, 
Calif., which began its accident-free operations over five years ago in July, 
1949. Filling the second slot in the Hall of Fame is the 93d ABG at Castle AFB, 
Calif., accident-free since November 1950. The 2d Strategic Support Squadron, 
also a Castle unit, has been accident-free since January 1952, and is in the third 


Seven SAC units have been accident-free over two years. They are: 802d 
ABG, Smoky Hill AFB, Kan.; 72d Strategic Reconnaissance Wing, Ramey AFB, 
Puerto Rico; 340th Bomb Wing, Sedalia AFB, Mo.; 506th Air Base Group, Dow 
AFB, Me.; 3d Strategic Support Squadron, Barksdale AFB, La.; 99th Strategic 
Reconnaissance Wing, Fairchild AFB, Wash.; 


and the 4th Strategic Support 








ARDC Launches Progr 


am to Assist 


Service Families Throughout Command 


An assistance program to care for de- 


pendents connected with the Air Re- | 
| which they may use as a guide. Since 
| each Center has different requirements, 


search and Development Command and 
those of other Services who live in the 
vicinity of ARDC headquarters in Balti- 
more, Md., or any of the ARDC’s ten cen- 
ters throughout the United States, was 
announced this week. 

The program is designed to relieve 
undue hardships and emergencies which 
may arise for dependents of Air Force 
families in the absence of the military 
member of the family. 

These families will also be informed of 
the services and facilities provided by 
the local ARDC installations concerning 
their rights and benefits under present 
laws and regulations. 

With the indoctrination of all ARDC 
wives in the matters affecting their se- 
curity and welfare, the program is de- 
signed to accomplish the following: 

1. Well-informed dependents. 

2. A spirit of helpfulness, understand- 
ing, and unity of purpose among de- 
pendents and a feeling of pride and 
security as a member of the Air Force 

3. Improved morale and effectiveness 
of ARDC military personnel through a 
program which assures complete as- 
sistance to families, particularly in 
emergencies and during the absence of 
the military member. 

Should dependents of military person- 
nel other than Air Force need the fa- 
cilities of the Dependent’s Assistance 
Program, aid will be given to whatever 
extent possible. 

The ARDC Center Commanders will 


for Officers 


A New Low Cost 


LIFE INSURANCE 
POLICY 


Designed specifically for officers of the 


United States 


uniformed 


services, this 


$10,000 minimum policy provides low- 
premium, permanent life insurance protec- 
tion—plus a rapidly increasing cash value 
that is readily available in case of emergency. 
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receive an outline of the Program Orien- 
tation Course from ARDC headquarters 


schedules will be arranged to insure the 
Orientation is offered often enough to a 
maximum number of dependents. 

Normally, the Center Commander will 
appoint the Personal Affairs Officer, the 
man responsible for implementing, op- 
erating, and supervising the program; 
the Personal Affairs Officer will be kept 
informed of all services rendered by the 
Volunteer Committee, which will nor- 
mally be comprised of volunteers from 
Officer and NCO Wives’ Clubs. 

Suggested committees are: 

1, Casualty Committee—this committee 
may be called upon by the Personal Af- 
fairs Officer, with the Center Command- 
er’s approval, to perform duties as re- 
quired. The Chaplain and Volunteer, 
possibly more than one may be needed, 
will report to the Personal Affairs Officer 
for a briefing. The Volunteer, if neces- 
sary, may remain in the home to help in 
any way possible. 

2. Personal Service Committee 

a. Emergency baby sitting. 

b. Emergency transportation. 

c. Emergency shopping for medicine, 
clothing, and groceries. 

d. Household necessities—collect 
and lend them. 

e. Emergency food — prepare meals 
and care for young members of 
the family. 

To provide services for dependents, the 
Personal Affairs Officer will establish 
and maintain liaison with all Center and 
local community organizations which 
offer services to these dependents. 

The ARDC Dependent’s Assistance Pro- 


| gram will not disrupt the programs which 


already are well established at some Cen- 
ters but will furnish guidance and assist 
in establishing an effective Dependent’s 
Assistance Program throughout the Air 
Research and Development Command. 


Changing Station? Notify the Army Navy 


| Air Force Journal promptly to avoid missing 


any issues. 
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Air Force Recalls 
Brig. Gen. Vidal 


Brig. Gen. Felix L. Vidal, USAFR, for 
the past three years Commander of 
Michigan’s own Reserve Fighter Bomber 
Wing, the 439th “Wolv-air-ines,” was re- 
salled to active duty on 1 March. 

He was assigned to Continental Air 
Sommand Headquarters, Mitchel AFB, 
N. Y., to replace retiring Brig. Gen. Rob- 
ert E. Condon as Deputy Chief of Staff 
for Reserve Affairs. 

The 42 year old USMA ’33 graduate was 
sent to Europe and saw two years of ac- 
tion in the Italian Campaign during 
WW II. After VE-Day, he was called to 
the Pentagon where he served as Direc- 
tor of Manpower for the Army Air Forces 
until his resignation in November 1946. 

Accepting a commission in the Reserve 
in 1947, General Vidal became active in 
Reserve affairs. In April 1952 he assumed 
command of the 439th Fighter Bomber 
Wing which under his guidance has 
zrown from its original nucleus of 23 
members to more than 800 active Reser- 
vists thereby becoming the largest Re- 
serve Fighter Bomber Wing in the nation. 

Until his return to active duty this 
month, General Vidal with his wife Sally, 
and their 17 year old daughter, Victoria, 
resided in Grosse Pointe, Mich., where 
for the past four years he has been Di- 
rector of Labor Relations for Hudson 
Motor Car division of American Motors 
Corporation. 

Named to succeed General Vidal as act- 
ng Commander of the 439th is Lt. Col. 
Richard M. Thorburn of Birmingham, 
Mich. The 38 year old veteran of air com- 
bat in the South Pacific during World 
War II is a graduate of the Royal Mili- 
tary College, Sandhurst, England. In 
civilian life, the Colonel is the Vice Presi- 
dent and General Manager of W. H. An- 
derson Company Inc., distributors of con- 
struction equipment. 





Looking for something? Want to dispose 
ef something? Use and read the Army Navy 
Air Force Journal’s classified advertisements. 


“$0. D. for Retiring 
Military Personnel . . . 
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IT'S TOPS for retirement living—in- 
formal, hospitable, healthful, eco- 
nomical .. . with opportunities to 
augment your retired pay. Won- 
derful year ‘round climate. Loads 
of sunshine. Home of historic Fort 
Bliss, Biggs Air Force Base, and 
William Beaumont Army Hospital. 
Two popular mountain resorts near- 
by; Old Mexico is. next door. El 
Paso's the place for YOU fo retire. 
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Air Force Is Pleased 
Over Academy Interest 


Air Force authorities this week ex- 
pressed delight over achievement of the 
6000 goal for applicants to the USAF 
Academy. 

Secretary Harold E. Talbott said the 
total of 6358 applicants for 300 vacancies 
“is an eloquent answer to the oft-heard 
claim that young Americans 
longer eager to fly.” 

Until only several months ago, it ap- 


peared the Air Force would fall far short | 
of the 6000 applicants sought when plans | 
for the Academy were released last year. | 


When the competitive examinations are | 


given in March, it is expected that about 
569 Army and Air Force personnel will 
be competing for appointment to the first 
class, which will be activated 11 July at 
Lowry AFB, Colo., temporary site of the 
new Service Academy. 





AF Aid Society Gets 
$846,000 in 1954 Drive 


The Air Force Aid Society ended its 
1954 membership drive with a total dona- 


tion by Air Force military and civilian | 


personnel of more than $846,000. 

The Society last year approved loans 
or grants to more than 31,000 Air Force 
families. An additional 49 students from 
Air Force families received scholarships 
from the Henry H. Arnold Educational 
Fund. 

The Society made 29,995 loans which 
amounted to $2,576,568 during 1954, and 
1464 outright grants totalling $243,546 
were made. 


are no | 


Col. Olson Cited for Aid 


To Korean Med. Service 


Col. Edgar L. Olson, USAF, MC, former 
| Surgeon of the Fifth Air Force in the 
Far East, has been awarded the Korean 
| Military Merit Ulchi Medal with Silver 
| Star for “immeasurable assistance” to 
South Korea in establishing its Air Force 

| Medical Service. 


Colonel Olson, who presently is sta- 
tioned at the School of Aviation Medicine, 
Randolph AFB, Tex., as Chief of Clinical 
Medicine, was cited for “remarkable in- 
terest and cooperation” in providing fa- 
cilities to train surgeons for the ROK 
Air Force. 


“It is no exaggeration to say that the 
foundations of the ROK Air Force medi- 
cal system were initiated by his im- 
measurable assistance,” the citation says. 


| Colonel Olson presently is awaiting or- 


| ders reassigning him to Air Materiel 
Command Headquarters at Wright-Pat- 
| terson AFB, O. 





New Building at Edwards 


The first section of the new two-story 
Air Force Flight Test Center administra- 
tion building at Edwards AFB, Calif., is 
scheduled for completion this June. 


When completed, the building will con- 
base with a total of 56,000 square feet of 
floor space. The section now under con- 
struction will cost approximately $450,- 


floor space. 





Changing Station? Notify the Army Navy 
Air Force Journal promptly te avoid missing 





any issues. 


tain administrative offices for the entire | 


000 and will have 28,000 square feet of | 
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| Col. Cellini Dalits 
Radar Plane To Otis 


Col. Oliver R. Cellini, USAF, wing 
commander, on 1 March landed a Lock- 
heed RC-121D Super Constellation radar 
plane at Otis AFB, Mass., to begin serw 
ice with the 551st Airborne Early Warn- 
ing and Control Wing. 


The 55lst will inaugurate round-the- 
clock sentinel duty off the East Coast. 


Similar in appearance to Lockheed’s 
familiar airlines Super Constellations, 
but with huge radar domes protruding 
from top, bottom and nose, the Air 
Force planes carry five and a half tons 
of radar and electronics gear hundreds of 
miles out over the Atlantic where their 
30-man crews can “see” for additional 
hundreds of miles any ship or aircraft ap- 
proaching the North American continent. 
The 75-ton radar planes were put into 
Pacific Coast service earlier. 





Otis at present bases two squadrons 
| of Lockheed F-94C Starfires, part of the 
Eastern Air Defense Force. These fighters 
have been on continuous intercept duty 
| guided by surface radar. They will con- 
| tinue their assignment teamed up with 
| the new early warning aircraft. 
} 
} 
| 


Headquarters for all airborne early 
warning and control units in the Air 
Force is the 8th Air Division, located at 

| McClellan AFB, Calif. The division, ae 
tivated 1 May 1954, is under the command 
| of Brig. Gen. Kenneth H. Gibson, USAF. 
| Eastern Air Defense Force headquarters 
| are at Newburgh, N. Y., under the com- 
mand of Maj. Gen. Morris R. Nelson, 
USAF. 
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Reduce Medical Facilities. The recommenda- 
tions of the Hoover Commission, if they are per- 
mitted to become effective, would constitute a 
body blow to the military medical services. 
They would reduce over-all military hospitals and 
infirmaries to the bare minimum for peace-time 
needs and leave many posts, stations and bases 
without hospital or infirmary facilities. 

For example, the report cites the results of 
studies made by its Task Force in five areas and, 
as a result, recommended that nine hospitals and 
nine infirmaries be closed in those areas alone. 
These would include hospitals at Hamilton AFB, 
Calif., Ft. Jay, Ft. Hamilton and Mitchell AFB, 
N.Y., and Ft. Eustis and Ft. Monroe, Va. The 
report’s idea is to “regionalize” medical services 
so that either the Army or Navy or Air Force 
would have charge of medical services in each geo- 
graphic area. For instance, by “regionalizing” 
the Norfolk Area and putting all medical services 
there under the Navy, the Task Force would close 
two hospitals and four infirmaries and release 
231 physicians, dentists, and graduate nurses, plus 
646 other employees. This would leave some posts 
without medical facilities and the sick and in- 
jured would have to go to other stations for treat- 
ment. 


MILITARY MEDICAL REQUIREMENTS For WAR are 
not given much treatment in the report. In one 
portion where the Task Force wants to stop build- 
ing hospitals and turn some existing ones over 
to civilian control it states: “It may be argued 
that this excessive Government hospital con- 
struction is needed against war emergency. An 
answer can well be that had these funds been 
used to relieve the civilian situation, the civilian 
hospitals would equally be available for war em- 
ergency.” This hardly seems to be adequate plan- 
ning for emergencies. 

The report also revives the old criticism that 
“patients tend to linger” in military hospitals— 
that they stay longer for treatment than is the 
case in civilian hospitals. It has been pointed out 
in the past that many factors enter into this 
situation. A strong one is that many patients 
leave civilian hospitals after shorter intervals for 
economic reasons, including the cost of hospitali- 
zation and loss of time from employment. In 
military hospitals the first consideration is re- 
turning a sound man to duty. Also enlisted men, 
and some officers, too, are not in condition to 
return to barracks for recuperation in the same 
manner as a civilian can return home for care 
by his family before going back to work. 


THE Report Says LITTLE about the great 
strides the military services of the Armed Forces 
have made in the care of the sick, injured and 
wounded. The rates of recovery and return to 
duty have improved vastly over the last few 
decades. Military medicine has_ contributed 
enormously to methods of treatment and to pre- 
ventative medicine. This has been a morale factor 
of inestimable value both to those in the Service 
and to their relatives and dependents. The severe 
curtailments in medical services recommended by 
the Commission would be bound to impair this 
situation. 

While the Commission recognizes an obliga- 
tion to see that medical care is given to the de- 
pendents, its solution does not seem to offer too 
much hope. They want to install a system of 
health insurance, with the government contribut- 
ing, so that dependents could go to civilian hospi- 
tals or, in some cases, government hospitals. How- 
ever, they would establish this on a purely volun- 
tary basis and deny even government care to 
those who fail to take out the insurance. 

There is some satisfaction in that the report 
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does not go to the lengths of the first Hoover 
Commission, which wanted to set up a civilian 
agency to which virtually all Army, Navy and 
Air Force hospitals would have been transferred. 
However, the new report is still subject to much 
of the criticism leveled against the earlier one 
by the Department of Defense. Speaking for the 
Department, Dan A. Kimball, then Acting Sec- 
retary of the Navy, reported to Congress: 


“One of the most attractive inducements for 


SPOKESMAN OF THE SERVICES 


a career in the Armed Services at present is the | 


high caliber of the medical attention which has 
been afforded. To the man who is in a combat 
zone in time of war, the knowledge that proper 
medical care is available is one of the strongest 
supports to his moral and physical courage... . 
The determination of medical facility and ser- 
vice requirements and the distribution of these 
requirements within the military departments 
are inherent and essential to adequate discharge 
by the Armed Services of their assigned military 
tasks and missions. Medical logistic support must 
be particularly responsive to the needs of the 
Army, Navy and Air Force.” 


IN THE JOURNAL 


10 Years Ago—The guestion of how many men will 
be discharged from the service after cessation of 
hostilities in Europe, long kept a secret by the War 
Department, was brought to the fore this week when 
Brig. Gen. Frank T. Hines, USA-Ret., Administrator 
of Veterans’ Affairs, told the House Appropriations 
Committee that the War Department contemplates 
releasing 200,000 to 250,00 men each month after 
VE-Day. 


50 Years Ago—Captain Klads, of the Russian Navy, 
in an interview published in Le Matin, of Paris, pre- 
dicts that the first act in future naval war will be the 
wholesale sowing of blockade mines off the enemy's 
ports which, he adds, will be done “in a single night, 
at the moment of the declaration of war or even be- 
fore it, for more and more the tendency is to strike 
before the declaration.” 


90 Years Ago—A week ago, for the first time since 
the execution of Andre by the orders of General Wash- 
ington, a spy was hanged in the State of New York. 
Between these two cases there are many points of 
similarity, but many more of dissimilarity. The duties 
of a spy have always been looked upon with repug- 
nance by right-thinking people. Yet, every officer knows 
that very often the smallest military operation cannot 
be successfully conducted without an efficient spy sys- 
tem. 


READERS’ VIEWS 


Outcast by Physical Disability 

Editor, THE JOURNAL: 

It was with interest that I read 
the two articles published in your 
12 Feb. issue of THE JOURNAL, one on 
Career Attractiveness and the other 
on the New Pay Bill. I concur with 
them 100% and thank goodness, we, 
through THE JOURNAL are able to 
voice ourselves as I have not read 
one word Pro for us from the Powers 
that be. 

I would like to give you an actual 
example of just how being retired by 
physical disability versus length of 
service has effected my career as 
well as many others. Back in the 20s, 
three of us started our career as en- 
listed men in the Regular Army. One 
was commissioned in 1940, I was com- 
missioned in 1941 and the third was 
commissioned in 1942. I was retired 
for physical disability in August 
1946 and they were able to continue 
their service until 1954 when they 
were retired by length of service, 
both with over 28 years and one a 
Colonel, and the other a Lieutenant 
Colonel. 

They gained not only the benefits 
of the additional eight years of ac- 
tive duty pay, their increase in rank, 
increase in service and having their 
retired pay computed under the 
present pay scale, but they will bene- 
fit by all future pay increases and if 
the present Tax exemption Bill is 
passed, and it should, their net re- 
tired pay will be almost twice that 
of mine and with only about eight 
years more of service. 

I read all these articles about 
“Career Attractiveness” but I be- 
lieve you will find that the upper- 
most thing on the average career 
man’s mind is his fear of having his 
career cut short after 15 or 20 years 
service, and do not think for one sec- 
ond that the most of them are not 
well aware of just how those retired 
for disability was left out of the pic- 
ture on the pay act of 1949 and are 


about to be left out in 1955. If I had 
of known back in the 20s what the 
career man knows today, I would 
not have made the Army my career, 
either. 

In all fairness and justice, I be- 
lieve that all career men retired by 
physical disability should receive not 
only the benefits of all pay increases 
but should have their retirement 
pay adjusted retroactive to the pay 
act of 1949 and receive all back pay. 

Magsor, AUS, RETIRED. 


Chance To Be Considered 
Editor, THE JOURNAL: 

There has been much effort recent- 
ly to increase service attractiveness. 
Yet, according to letters on promo- 
tion appearing in THE JOURNAL, 
something should be done for the 
class of the “forgotten” of which I, 
also, am a member. 

I am a RA Lt. Col. with 20 years’ 
commissioned RA service. I was an 
AUS Capt. in September 1940 and 
an AUS Major in July 1942. Then 
thru circumstances beyond my con- 
trol I found myself at the wrong 
places at the wrong times and rec- 
ommendations for promotion were of 
no help until I finally received Lt. 
Col. leaves in January 1946. In May 
1946 I was caught by the “reduction 
without prejudice” policy and had to 
wait until September 1950 to regain 
my silver leaves. 

I enviously looked at the silver 
leaves of my contemporaries thru- 
out that period. Later I enviously 
watched them being replaced by 
eagles, all the while hoping that I, 
too, stood a chance for getting mine. 

As time passes, the dream fades. 
My contemporaries have all received 
their eagles. Now, officers far junior 
in age, experience and permanent 
rank are receiving eagles while I am 
still waiting to be placed within the 
zone of consideration. As it stands 
now, it appears I will get my per- 


(Letters to the Editor must have author's name and address, but name will be omitted 
on publication if writer so states. Longer letters may be extracted for publication.) 


sh er <b lh allE hac aS 


manent eagles two or three years | 


before entering the zone of consid- 
eration for selection to temporary 
colonel, 

Can’t we “forgotten” ones be given 
a thought? Loss of pay and rank and 
no hope for the future is a bitter pill 
when due to circumstances beyond 
the control of the individual. 

We are not asking for a promotion 
from the board—only a chance that 
we can be considered by the board. 
We will let our records speak for 
themselves. 

Lt. Cot. GS 


Not “Fringe Benefits” 
Editor, THE JOURNAL: 

Having spent some eleven years in 
the Service before resigning in late 
1952, I was much interested in your 
recent correspondence with readers 
on a better substitute for the words 


“Fringe Benefits.” So much of this | 


correspondence completely missed | 
the basic point which, I believe, is 7 


AS 


well expressed in the following ex- 7 


tract from a letter written by a man 
with some 20 years of service: 


“The whole business of moving 7 
Service families is so mismanaged, 7 


in every conceivable way, that in 
desperation we finally bought our 
own passage over. Europe is full of 
officers and airmen whose experience 


has been as bad as, or worse than, | 


ours. There is no mystery about the 
morale ‘problem.’ We would merely 
like our wives and children to be 
treated as though they were normal, 
self-respecting Americans. All this 
high-sounding political talk about 
fringe benefits is insulting. Since 
when does an American citizen re 
gard a necessity as a benefit, or 4 
standard of living commensurate 
with responsibility as a privilege?” 

This is the basic problem with 
which the Administration now ap 
pears to be coming to grips. 

T. F. WALKOWICZ 
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ian airlines pilots with military pilots 
was made before the Kilday Subcommit- 
tee. An Air Force spokesman told the 
House pay group that an airlines co-pilot 
is earning $400 a month by the end of 
his first year with the airline; $812 per 
month at the end of the third year, and 
$946 by the end of his eighth year. A 
“first pilot,” he said, starts off at $1,142 
per month. A military pilot in the rank 
of lieutenant colonel with 12 years’ serv- 
ice and dependents receives a _ total 
monthly check of $853.74, including his 
base pay, flight pay, subsistence and 
quarters. If single, he receives $819.54. 


AN AIR FORCE OFFICER went to bat 
for the Navy’s submarine crews during 
the House Armed Services Subcommittee 
pay hearings. Col. Frank P. Corbin, 
USAF, Judge Advocate of TAC, told the 
pay group that fatalities have been 
negligible in the submarine service since 
the close of WWII, but the hazard is 
still there and “it’s only one mistake 
away.” New developments which make 
it possible for crews to stay submerged 
for long periods at greater speeds call 
for a revision of the incentive-hazardous 
duty rates, he said. 


RESIGNATIONS AMONG NAVY SUB- 
MARINERS is “alarming,” according to 
RAdm. Elton W. Grenfell, USN. A sub- 
mariner himself, the Admiral told the 
Kilday pay group that the resignation 
rate for submarine officers is now “high- 
er than it has ever been.” He said it is 
approximately four to five times as great 
as the rate for other branches of the 
Navy. For other Navy officers the rate is 
less than one per cent; for those in the 
submarine service it is 4.7 per cent. 


NEW FLIGHT PAY RATES, under the 
recommended pay boost plan, will go to 
more than 150,000 officers and enlisted 
men. Pentagon spokesmen told the 
House pay group that 110,000 officers, 669 
warrant officers and 42,500 enlisted men 
are entitled to flight pay. About 80,000 
of the officer group are pilots. 


CPO RATINGS IN THE NAVY are 
“overpopulated,” Capt. D. L. Martineau, 
USN, told the pay group. He said the 
situation has existed ever since the end 
of WWII and gives little promise of im- 
proving since 98 per cent of the CPOs 
reenlist. However, promotions to that 
grade are kept open because the CPOs 
go into the OCS program, warrant officer 
ranks or receive commissions as limited 
duty officers. Master sergeants also are 
in abundance in the Army, Air Force and 
Marine Corps. 


A FIGHT OVER THE NAVY’S fifth 
supercarrier may be shaping up between 
two powerful committee chairmen in the 
House of Representatives. 

Earlier this year, Chairman Clarence 
Cannon (D-Mo.) of the House Appropria- 
tions Committee announced that he is 
not in favor of granting funds to build 
another 60,000-ton carrier. 

Shortly thereafter, Chairman Carl Vin- 
son (D-Ga.) of the House Armed Services 
Committee introduced the annual ship- 
building authorization bill. The first item 
called for construction of 130,000 tons of 
warships “including one aircraft carrier 
of the Forrestal class, not to exceed 60,000 
tons.” 

Now Mr. Vinson has re-written and 
introduced a new bill whicn spells out 
his intention even more clearly. The 
new measure authorizes construction of 
“One aircraft carrier of about 60,000 tons, 
to be named United States Ship Con- 
gress.” 


ARMY SUPPORTING FORCES will be 
reduced to 15 per cent by the end of June 
1956. General Ridgway told the Senate 
Armed Services Committee that reduc- 
tions in the supporting areas of the 
Army “have been drastic.” The support 
forces, he said, were cut from 23 per cent 
in FY 1950 to 16.5 per cent in FY 1954, 
and will have been reduced to 15 per cent 
at the end of FY 1956. “Further reduc- 
tions of any considerable magnitude,” he 
said, “will be impractical from a military 
or administrative viewpoint.” 





Legislative Calendar 


The following new bills have been intro- 
duced in the Congress: 


ENLISTMENT OF ALIENS—S 1137, Sen. 
Russell (D-Ga), extends authority for en- 
listment of aliens in the Regular Army. 


CARRIER LOAN—S 1139, Sen. Russell (D- 
Ga), extends existing authority to loan a 
small aircraft carrier to France. 


WOMEN’S SERVICE ACADEMY—SJRes 
18, Sen. Chavez (D-NM), provides for estab- 
lishment of a U, S. Women’s Armed Services 
Academy. 

WWI PENSIONS — HR 4264, Rep. Fino 
(R-NY), grants a pension of $100 per month 
to all honorably discharged veterans of WWI 
who are 60 years of age. 


USS OLYMPIA—S 1190, Sen. Magnuson 
(D-Wash), grants a new 6month period 
within which appplications may be made to 
the SecNav for donation of the USS Olympia. 


: CADET-MIDSHIPMEN CREDIT — 5S 1201, 
Sen. Case (R-SD), allows credit for service at 
military and naval academies. 


ACCRUED LEAVE—HR 4290, Rep. Ben- 
nett (D-Fla), provides that leave accumulated 
by members of the Armed Forces while 
POWs in Korea shall not be counted in de- 
termining maximum amount of leave which 
they may accumulate or have to their credit. 


INTERCHANGE OF SUPPLIES — HR 
41294, Rep. Doyle (D-Calif), adds ‘‘Air Force” 
to law governing interchange of supplies be 
tween the Armed Services. 


WEST POINT PROFESSORS—HR 4296, 
Rep, Johnson (R-Calif), provides that certain 
West Point professors shall not be deprived 
of certain retirement benefits. 

MEXICAN SERVICE—HR 4314, Rep. Rees 
‘R-Kans), provides certain benefits for per- 
sons who served in U. S. Armed Forces in 
Mexico or on its borders during period 8 Dec. 
1910, 6 April 1917. 

LT. O’DONNELL—HR 4318, Rep. Aber- 
nethy (D-Miss), provides relief of certain 





dependents of the late Lt. (jg) James Ander- 
son O'Donnell, USNR. 

PROMOTIONS—HR 4378, Rep. Philbin (D- 
Mass), relates to promotion of certain officers 
and former officers of the Army and AF re- 
tired for physical disability, 

RELIEF—HR 4383, Rep. Philbin (D-Mass), 
provides relief for certain Reserve officers 
formerly in Regular Army and Navy and 
who were appointed prior to 24 Aug. 1912 
and 4 March 1913. 


HONOR SERVICEMEN — HR 4389, Rep. 
Radwan (R-NY), provides that a special gold 
star be added to the U. S. flag in honor of 
members of the Armed Forces who died in 
service. 

NAVAL VESSELS—HR 4393, Rep. Vinson 
(D-Ga), provides for construction and con- 
version of certain modern naval vessels. 

LEAVE FOR POWs—S 1207, Sen. Chavez 
(D-NM), provides that leave accrued by 
Armed Forces members while held as POWs 
in Korea shall not be counted in determin- 
ing the maximum amount of leave which they 
may accumulate. 


WIDOWS’ PENSIONS—S 1213, Sen, Young 
(R-ND), provides same basis for awarding 
pensions to widows and children of WWII 
veterans as now provided for widows and 
children of WWI veterans. 

GAR AUXILIARY—S 1216, Sen. Pastore 
(D-RI), provides for incorporation of the 
National Woman’s Relief Corps, auxiliary to 
the GAR. 


RESERVE BENEFITS — HR 4450, Rep. 
Rains (D-Ala), provides benefits for Reserv- 
ists who suffer disability or death from in- 
jury or disease while engaged in active-duty 
or inactive-duty training. 

LACK OF SAFEGUARDS—HJRes 236, Rep. 
Gross (R-Iowa), provides that each Service- 
man sent overseas shall be notified of the 
fact that, because of certain international 
agreements, he may be subject to criminal 
jurisdiction of a foreign countrv without con- 
stitutional safeguards provided by U. S. 
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Text of Military Portions of Report 
Urging Cuts in Medical Facilities 








LLOWING is the text of those portions of the Report of the Hoover Commission 
treating specifically of the Armed Services. Earlier chapters, discussing Federal 
hospitals in general, charged alleged “duplication and waste in the Defense De- 


partment Medical Services.” 
““EXCESSIVE” HOSPITALIZATION 


We have already cited our Task Force's 
conclusion that the amount of hospitalization 
given to uniformed personnel in the Military 
Services is generally excessive and strongly 
influenced by administrative considerations. 
This has resulted in excessive capital ex- 
penditures for hospitals and inefficient use of 
facilities and manpower. 

The care of dependents of military person- 
nel has grown enormously. In 1948, 42,000 
babies were born in military hospitals in the 
United States. In 1953 the number was over 
145,000. On an average day in 1953, there 
were 6,300 dependents in military hospitals, 
and over 23,000 outpatient treatments were 
given daily to dependents. Many of these 
dependents could receive equally good care 
in voluntary hospitals, if a system of health 
insurance were instituted by the Government. 

The Task Force of this Commission con- 
firms the report of the First Hoover Com- 
mission, stating: ‘‘There is duplication and 
even competition in the provision of services 
by the Army, Navy, and Air Force. There 
are too many small hospitals and infirmaries 
within easy reach of large facilities which 
have empty beds and not overburdened staffs. 
Medical specialists are too scattered—many 
of them are in hospitals which cannot make 
full use of their valuable training or skills.’’ 
There is a lack of coordination between the 
health activities of the three services, much 
of which could be remedied by strengthening 
the office of the Assistant Secretary of De 
fense (Health and Medical). Regionalization 
of military medical services we find to be a 
necessity. 

FACILITIES “EXTRAVAGANTLY 
ABUNDANT” 

Ample, if not indeed extravagantly abun- 
dant facilities exist. In the absence of unifi- 
cation, regionalization can offer the best solu- 
tion. A regional pattern in which one Service 
has been given responsibility for the care of 
patients of all Services in certain overseas 
areas has proven successful. Reponsibility 
for medical care for the three Services could 
be assigned to the Service with the major in- 
terest in each region of the United States in 
such a way that the nationwide proportion 
of the total responsibility for medical care 
now assumed by each of the three depart- 
ments would not be materially altered. As a 
result, many small facilities could be dis- 
posed of, 

The Task Force surveys indicated that in 
the New York, Norfolk, and Boston areas, 
the Navy, which now carries major respon- 
sibility, could well carry the whole military 
responsibility. In the San Antonio area the 
Army or Air Force would be the logical 
Department. The San Francisco area is in 
effect two distinct areas; here the Army 
could well be responsible in the San Fran- 
cisco area itself and its environs, and the 
Navy in the East Bay area. 


“OBVIOUSLY MARGINAL” 


In the five areas surveyed, nine military 
hospitals and nine infirmaries were obviously 
marginal to the needs of Federal Govern- 
ment beneficiaries. In March 1954, these 18 
facilities had 1,200 patients. Savings which 
could be achieved by their closing are esti- 
— at between $5 and $10 million annu- 
allly. 

Outside of this regionalization, each of 
the three Departments should retain one 
major medical center which would serve as 
a base for teaching and research, for the 
indoctrination of medical staff and for the 
rotation of professional personnel from the 
other Departments for duty, research and 
training. 

The Medical Services Task Force of the 
1947-49 Commission urged that strong control 
over medical policy be exercised from the 
level of the Secretary of Defense. Steps in 
this direction have been taken. The latest 
of these was the establishment of the position 
of Assistant Secreatry of Defense (Health 
and Medical) in 1953. There have already 
been substantial accomplishments in this 
area. We have found, however, that there 
are still serious weaknesses in the presently 
existing organizational pattern, 

The responsibilities and authorities of the 
Surgeons General of the three military serv- 
ices vary as sharply as the organization of 
the departments themselves. Were each to 
be given a reasonably comparable span of 
control, with adequate authority and budg- 
etary control to carry out his responsibility, 
the coordinating functions of the Assistant 
Secretary of Defense (Health and Medical) 
would be greatly facilitated. 


RECOMMENDATION NO. 2 


That the medical and hospital services of 
the three Armed Services be modified into 


a much more closely coordinated pattern 
which will provide that: 

a. Military medical and hospital services 
within Continental United States be coordi- 
nated by assigning to a single military 
Department the responsibility under the 
direction of the Secretary of Defense for 
supervisory hospital service in a defined 
geographic region and that this concept 
be furthered wherever practicable in extra- 
continental areas; 

b. Patients of all military Departments 
requiring highly specialized medical care 
be concentrated into special hospitals, each 
of which will serve the three Departments; 

ec. The Secretary of Defense be given 
authority to strengthen, consolidate, mod- 
ify and reallocate medical care responsi- 
bilities of the three Departments in line 
with recommendations a. and b. above; and 

d. Each of the three military Depart- 
ments maintain a medical center, the com- 
ponents of which should be a hospital and 
a center for education of military medical 
personnel occupied with medical problems 
identified with the primary mission of the 
Department. 


HEALTH MANPOWER 

The Task Force states that the numbers 
of young physicians who will be graduated in 
the next few years and who will be subject 
to military service under the basic Selective 
Service should be sufficient to meet the needs 
of the Armed Forces at presently planned 
strengths. 

Our Task Force recommends ratios not to 
exceed 3,0 physicians and 1.7 dentists per 
thousand active duty personnel for the three 
Armed Services. This would cause a reduc- 
tion of about 1,750 physicians and dentists 
from the present level and result in an esti- 
mated saving of $15 million. The Commis- 
sion feels that determination of actual ratios 
of physicians and dentists to active duty 
personnel should be left to the Department 
of Defense. If our recommendations as to 
the closing of various hospitals are accepted. 
the need for military physicians would be 
reduced. 

While the number of young physicians 
to be graduated in the next few years may 
be adequate for the present requirements of 
the Armed Services, this is not the case with 
dentists. The historical ratio of 2 dentists 
per 1,000 troops was never attained during 
World War II, nor has it been attained since 
June 1950. Even the ratio existing in 1954 
of 1.79 dentists per 1,000 troops can barely 
be maintained. 


RECOMMENDATION NO. 3 
That the Secretary of Defense, with the 
assistance of the Federal Advisory Couneil 
of Health, develop recommendations fer 
revision of the Selective Service Act te 
effect maximum utilization of medical per- 
sonnel, 
TRAINING PROGRAMS 
The Training program of each medical 
service should provide for some training in 
rotation in other military or civilian gen- 
eral hospitals, In some instances this policy 
is presently being followed. 


RECOMMENDATION NO. 4 


That the Secretary of Defense strength- 
en the Armed Services training program 
for interns and residents, for other physi- 
cians and dentists on active duty, and for 
reserve officers not on active duty. 

This program should be planned and di- 
rected from the medical center of each 
service, using selected military and civil- 
ian hospitals for special training. 

* . . 


RECOMMENDATION NO. 16 


a. That pending the establishment ef 
voluntary contributory health insurance 
plans for dependents, the hospital and med- 
ical care of the Coast and Geodetic Survey, 
the Coast Guard and the Public Health 
Service personnel be provided for by mili- 
tary medical services at their nearest facili- 
ties, and that their dependents be similarly 
cared for on a reimbursable basis between 
the agencies. 

7 * * 


DEPENDENTS OF MILITARY PERSONNEL 


We recognize that the comprehensiveness 
of medical care avalable to dependents of 
military personnel within the United States, 
and living near enough to military medical 
facilities, exceeds that which could be pro- 
vided through existing insurance plans for 
average community care. However, the in- 
equities relating to the availability of such 
care indicate need for revision of present 
policies. Furthermore, we believe the plan 
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MEMO For Qouruah ReaXero 


ONE-MONTH PREMATURE RETIREMENTS of Army Generals 
John E. Hull and Charles L. Bolte could be linked 
to the goofy legal situation which now exists re- 
garding Social Security benefits for military 
personnel. Both decided to retire voluntarily at 
the end of April at age 59, instead of retiring 
under mandatory provisions of law a month later 
at age 60. 





WHATEVER THE FACTORS which prompted the two dis- 
tinguished officers to end their active careers in 
April, it's a fact that this action makes Generals 
Hull and Bolte and their dependents eligible for 
Social Security benefits. As WWI Regular officers, 
they would be denied such benefits if retired under 
a mandatory provision. 





THERE’S NO DOUBT that a number of Regular officers, 
unaware of this quirk in the law, have lost out 

on Social Security benefits by mandatory retire- 
ments when they could have left the Service volun- 
tarily a month earlier. 





DESPITE PRESIDENTIAL ENDORSEMENT, a plan to au- 
thorize reduced rentals for thousands of Service 
families occupying substandard government quarters 
still is mired between the Pentagon, Budget Bureau 
and the Capitol. The Defense Dept. is having 
difficulties setting up substandard criterias; the 
Budget Bureau reportedly is not enthused over the 
cost. If there is no action soon, the White House 
may give the proposal an influential push, since 
the President several times has called for more 
equitable treatment of those in substandard 
facilities. 





THE SURPRISING REFUSAL of the Senate Armed Services 
Committee to endorse several score Army general 
officer promotions recommended by President Eisen- 
hower—some of them recess appointments from last 
autumm—is causing concern at the Pentagon and 
throughout the Army. There’s some speculation that 
the delay is attributable in some way to the yet 
unresolved Peress Case. 





ANOTHER POSSIBLE EXPLANATION for the hold-up is 

the fact that the Stennis Subcommittee of the 
Senate Armed Services group is taking a new look 

at general officer authorizations. The Congres- 
sional-approved budget permits the Army to have 
more generals than have been nominated, but the 
Senate Committee gets around this problem neatly. 
The Pentagon was told last year that the Committee 
would clear only a specified number of generals and 
admirals—less than the budget figures—and that 
was that. Yet to be resolved is whether the Senate 
Committee will go along with liberalized general 
officer strengths in the Officer Grade Limitations 
Act of 1954, or will set a lower figure. In any 
case, more generals will be approved for 1955 than 
was the case last year. 





PRESIDENT EISENHOWER'S SUPPORT for expanded family 
medical care for those in uniform undoubtedly will 
cripple ambitions of the Hoover Commission Task 
Force on Federal Medical Services, heavily loaded 
with American Medical Assn. members, to curtail 
family medical care in U. S. military hospitals. 
The Chief Executive's plan provides for use of 
civilian facilities to "augment" those of the Army, 
Navy and Air Force=—not to replace them in caring 
for wives and children of servicemen. 














— 


BUDGET PROPHETS foresee that the Air Force for 
years to come will account for 50% and more of the 
total military budget. Cost of maintaining and 
operating the 137-wing force projected for FY '57. 
will be about the same as the present Air Force 
budget. This doesn’t provide for new procurement. 
So, it’s likely that the Air Force will climb to 

a budget of $16-$17 billion per year from the 

FY *56 level of $14.5 billion. 





GEN. GRUENTHER’S LIKELY APPOINTMENT as CofS has the 
Army wondering who will be the next Vice Cofs, 

what with Gen. Bolte due to retire next month. 

Some are guessing that his successor also will be 
a non-West Pointer, which would make Lt. Gen. 
Walter L. Weible, 58, DCofS for Operations and 
Administration, a high-level prospect. It is not 
believed that Gen. John E. Dahlquist, USA, head 

of the Continental Army Command, another non-West 
Pointer, would be moved from that post, although 
he has had considerable Pentagon administrative 
experience. Both Gens. Dahlquist and Weible will 
be 60 next year and thus are due to retire in 1956. 





A THREE-STAR GENERAL who could be tapped for the 
four-star Vice CofS billet is Lt. Gen. Williston 
B. Palmer, USA, DCofS for Logistics. He is a 
classmate (USMA '18) of Gen. Gruenther'’s. Another 
member of that class, Gen. Anthony C. McAuliffe, 
USA, C-in-C of USAREUR, probably will be kept in 
Europe to make certain that there is effective 
continuity of command. This could be jeopardized 
if both the SACEUR and USAREUR commanders were to 
depart Europe within a short period of time. Gen. 
McAuliffe's appointment as a four-star officer was 
confirmed by the Senate this week. 








— 


ALERT TO CONSEQUENCES of taking traditional bene- 
fits away from military personnel—and none is 
counted more important than Service care of 
families—Congress likely will refuse to go along 
with the Hoover Commission's plan for dependent 
care exclusively for those military families whose 
sponsors take out insurance. 


COST OF THE INSURANCE would, of course, represent 
a cut in take-home pay that was not contemplated 

in working out proposed pay tables. But aside 
from the pay angle, Congress through the years has 
accepted the premise that the Services owe an 
obligation to take care of the uniformed man's 
family and has voted funds accordingly. It's a 
good bet that the oft-expressed attitude of Con- 
gress, and not the scheme of the Hoover Commission, 
will prevail when the chips go down. 


ATOMIC CAPABILITY REPORTS on Gen. Weyland’s Tacti- 
cal Air Command, believed to have been placed 
under wraps during the past year, will get more 
public notice in the future. This results from 
Air Force decision to play up its ability to use 
nuclear weapons in so-called "brush fire” actions, 
as well as in a five-alarm war. 


IN THE PAST, Air Force chiefs, describing nuclear 
offensive power, have stated their case almost 
exclusively in terms of the K.0O. punch of Gen. 
LeMay's Strategic Air Command. This approach has 
been related essentially to major retaliatory 
action. The public now will be told how the Air 
Force also can handle “brush fire” incidents with 
atomic forces, such as TAC aircraft. 


7 Sachin «04 
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‘OFFICIAL ARMY ORDERS 


Robert T. Stevens—Secretary of the Army 
Charles C, Finucane—Under Secretary of the Army 


Hugh M. Milton, 


George H. Roderick—Assistant Secretary (Civil 
stics, Research & Development) 
Assistant Secretary (Financial Management) 


Frank H. Higgins—Assistant Secretary (Lo 





Ii—Assistant Secretary (Manpower & Reserve Forces) 


-Military Affairs) 


General Matthew B. Ridgway—Chief of Staff 


GENERAL OFFICERS— 


Hull, Gen John E, FEC, 
DU, Wash, DC. 


INFANTRY— 

Train, Col William F, Wash, DC, to 5025th 
SU, CGSC, Ft Leavenworth, Kans. 

Hollinger, Lt Cel John C, Ft Lawton, Wash, 
to OAC of S, G3 8534th DU, Wash, DC. 

Ferguson, Lt Col Robert S, Monterey, Calif. 
to OARMA, San Salvador, El Salvador. 

Raczynski, Maj Joseph L, Ft Hamilton, NY. 
to 2000th SU Hq Second Army, Ft Meade, 
Md. 

Stiles, Maj Lester W, Oakland, Cal, to 4000th 
SU Hq Fourth Army, Ft Sam Houston, Tex, 

O’ Keefe, Maj John E, Ft Riley, Kans, to Dept 
of the Navy, 8696th DU, Wash, DC. 

Kale, Capt William A, Ft Lewis, Wash, to 
4052d SU AAA RTC, Ft Bliss, Tex. 

Stine, Capt Max W, Oakland Army Base, Cal, 
to 6th Armd Div, Ft Leonard Wood, Mo. 


to OCOFSA, 8525th 


Haldane, Capt Robert, Oakland, Cal, to 1802d 
Sp Regt USMA, West Point, NY. 
Elliot, Capt Charles W, Monterey, Calif, to 


USA Sec MAAG, Saudi-Arabia, 8688th DU, 
Taif. 

Madison, Capt James H jr, Ft Benning, Ga, 
to 23324 SU Pa ROTC Instr Gp, Indian- 
town Gap Mil Res, w/sta Lafayette College, 
Easton, Pa. 

Lafleur, Capt Leilan G, Oakland, Calif, to 
351st Inf Regt, Cp Rucker, Ala. 

Olson, Ist Lt Elvin N, Oakland, Calif, to 5th 
RCT, Ft Lewis, Wash. 

Cummings, Ist Lt Hilton R, Ft Benning, Ga. 
to 75024 AU Pers Cen, Ft Buchanan, San 
Juan, PR. 

Mandreky, Ist Lt George 
to Hq USFA. 


To Officer Stu Co, 3461st SU, Cp Rucker, Ala 
From station indicated: 

McManus, ist L4 Walter R jr, Ft Carson, Col. 

Rogoish, 2d Lt Daniel D, Ft Campbell, Ky. 

Stanley, Ist Lt Kenneth C, Ft Benning, Ga. 


J, Monterey, Calif, 


Fehr, 2d Lt AH, jr Fitzpatrick, 2d Lt 


Friedman, 2d Lt HM Owen R 


To USARAL 
From station indicated: 
Jordan, 2d Lt Thomas L, Ft Carson, Colo. 
Bridges. Ist Lt Bennie R, Ft Benning, Ga. 


To USARPAC 


From station indicated: 
Hays, Lt Col Otis E jr, Ft Bragg. NC 


ARMOR— 

Darrah, Lt Col Raymond W, 
to 4000th SU Hq Fourth Army, 
Houston, Tex. 

Jones, Maj Charles M jr, Wash, DC, to Stu 
Det Army Lang Sch, Presidio of Monterey, 
Calif. 

Smith, Capt Harold C, Oakland, Calif, to 3d 
Armd Div, Ft Knox, Ky. 

O’Brien, Capt James H, Ft Knox, Ky, 
Inf and Educ 8529th DU, Wash, DC 

To USAREUR 
From station indicated: 

Williams, Maj James A, Ft Riley, Kans, 

James, 1st Lt Lindberg A, Ft Meade, Md 

Johnson, Capt Joseph S, Nashville, Tenn 

Owens, Maj Judson E jr, Ft Knox, Ky. 


Ft Sill, Okla, 
Ft Sam 


to OC 


Holston, Capt James M, Ottumwa, Iowa 
ARTILLERY— 
Molloy, Col Robert W. Wash. DC, to OARMA 


Damuscus, Syria. 


Roberson, Col Gerald L. Ft Leavenworth 


Kans, to USAFFE, for dy w/Army Comp 
MAAG Japan, 8065th AU, Tokyo, Japan. 
Aten, Maj Louis H, Ft Douglas. Utah. to 
4050th SU the Arty Cen. Ft Sill. Okla. 
Tamalis, Maj John G, Ft Hood, Tex, to 4050th 

SU the Arty Sch, Ft Sill, Okla. 
Varney, Maj Austin A, Wash. DC. to 40th FA 


Gp, Ft Carson, Colo. 
Scott, Maj Alba L, Ft Harrison, Ind, to 3440th 
SU the Inf Cen, Ft Benning, Ga. 
Alexander, Maj David B, Ft Meade, Md, to 





THE DEPARTMENT OF 
DEFENSE 


The Hon. Dwight D. Eisenhower, Com- 
mander in Chief of the Armed Forces 

Military Liaison Officer—Col. Andrew J. 
Goedpaster 

Military Aide—Col, Robert L. Schulz, USA 

Naval Aide—Comdr. Edward L. Beach, USN 

Air Foree Aide—Lt, Col. Wm. G. Draper, 
USAF 

Secretary of Defense—Charles E. Wilson 

Deputy Secretary of Defense—Rebert B. An- 
derson 


Assistant Secretaries of Defense 
W. J. McNeil (Comptroller) 
Carter Lane Burgess (Manpower & Person- 
nel) 
H. Struve Hensel (International Security) 
Thomas P, Pike (Supply & Logistics) 


Donald A. Quarles (Research & Develop- 
ment) 

Frank D. Newbury (Applieations Engineer- 
ing) 

Franklin G. Floete (Properties & Installa- 
tion) 


Dr. Frank B. Berry (Health and Medieal) 

Frederick A. Seaton (Legislative & Public 
Affairs) 

General Counsel—Wilbur M. Brucker 


Chairman of the Joint Chiefs of Staff—Ad- | 


miral Arthur Radford, USN 


From Ft Sill, Okla 

To station indicated: 

Liebe, Col Harold E, 5103d SU 
Ft Harrison, Ind. 

Hoover, Col Warren H, USA Europe, for dy 
w/MAAG, 7951st AU, Madrid, Spain. 

Holmes, 2d Lt Alan K. 1lith Abn Div, Ft 
Campbell, Ky, 

To Officer Stu Co, 3461st SU, 


From station indicated 
Broxton, 2d Lt Alfonso L 


Ind Mil Dist 


Cp Rucker, Ala 


Fi Leonard Wood, 


Mo. 
Dunfield, 2d Lt Roderick D, Ft Bliss, Tex. 
Harvey, ist Lt Henry G jr. Ft Benning, Ga. 


From Ft Sill, Okla: 


Largesse, 2d Lt V E Mathison, 2d l4 TE 
Briones. 2d Lt RS Bledsoe, 2d Lt Chas R 
Towne, 2d Lt Leroy A 

To 10th Inf Div, Ft Riley, Kans 


From station indicated : 








Mason, 2d Lt Robert W, 


Ft Riley, Kans. 


Suiter, Ist Lt Leo F, Ft Benning, Ga. 
Pagan, 2d Lt Richard, Cp Gordon, Ga. 
Krayton, 2d Lt Chester R, Ft Jackson, SC. 
Stafford, 2d Lt Robert C, Ft Dix, NJ. 
Taylor, 2d IA Jerry W, Ft Campbell. Ky 


To USAFFE 
From station indicated: 


Hand, Capt William O, Gary, Ind. 
Chrissinger, Maj Horace R jr, Ft Benning. 
Ga 


McLaurin, 


Ist Lt John W, Ft Benning, Ga. 


Hite, Capt Raymond C, Ft Benning, Ga 
To USAREUR 
From station indicated: 


Trede, Capt Norman H, Ft Ord, 
Capt Billy G, 
Ist Lt Karl E, Ft Bragg, 
Capt Eugene R, Topeka, Kans. 


Beeson, 
Koett, 
Retter, 


Calif. 
Tex. 
NC. 


Austin, 


Vick, Lt Col Warren A, Wash, DC. 
From Ft Benning, Ga: 


Borsella, 2d Lt R D 
Boscarino, 2d L4 Tom 
Brennan, 2d Lt Jno T 
Brown, 2d Lt GR 
Brown, 2d Lt G E 
Brown, 2d Lt Robt A 
Butler, 2d Lt Ardrick 
Carter, 2d Lt John E 
Cianchette, 2d Lt EJ 
Clark, 2d Lt Lynn E 
Cohen, 2d Lt David N 
Collin, 24 Lt D V 
Cox, 2d Lt Horace R 
Davis, 24 14 S J 


Tannenbaum, 2d Lt 
Donald M 
Taylor, 2d Lt WC 
Terry, 2d lt LR 
Tetrault, 2d lA AR 
Wales, 2d Lt Dirk W 
Marshall, 2d Lt Theo 
M, jr 
McWeeney, 24d L¢GA 
Merriman, 2d It J E 
Metallo, 2d Lt V J 
Morris, 2d Lt C M 
Nixon, 2d Lt Robt E 
O'Brien, 2d Lt Wm J 


Derbis, 2d Lt Albin B Oliver, 2d Lt Jas R 
Drossman, 2d Lt J L Orino, 2d Lt Jas J 
Dunn, 2d Lt Thos L Parker, 2d Lt LC, jr 
Ellis, 2d Lt Carl E Pearson, 2d Lt RC 
Ellis, 2d Lt John B Poor, 2d Lt Jas T 
Eversmann, 2d Lt Powlison, 2d Lt F 
Robt P Reed, 2d Lt Barton W 
Faber, 2d Lt Marvin Johnson, 2d Lt T W 
Fazio, 2d Lt Joseph V Jonasson, 2d Lt G D 
Golden, 2d Lt Leon S Jordan, 2d Lt Joe F 
Goldman, 2d Lt B J Kozuch, 2d Lt John L 


Hamilton, 2d Lt Jas N 


Lehr, 2d Lt Byron J 


Hartley, 2d Lt RE Lake, 2d Lt AR 
Anderson, 24 Lt C B, Hosford, 24 Lt Jno E 
jr Howell, 2d Lt Jas W 
Andrews, 2d Lt R M Hughes, 2d Lt Robt 
Bailey, 2d Lt J B Jeary, 2d Lt RC 
Baldwin, 24 Lt Wm J Johnson, 2d Lt Jas F 
Bates, 2d Lt Peter IL Wheeler, 2d Lt D B 
Beard, 24 Lt Joe K Wilson, 2d Lt Leon L 
Bennett, 2d Lt L K Winslow, 2d Lt D G 


Bercovitz, 2d Lt GE 
Block, 24 Lt Peter G 
Gorman, 2d Lt T A 
Gray, 2d Lt John L 
Shaw, 2d Lt Chas E 
Shephard, 2d Lt J N 
Shwedo, 24 lé DA 
Simpson, 2d Lt A K 
Southwell, 2d Lt RO 
Stark, 2d Lt Jeffrey A 
Stegall, 2d Lt Benj I 
Talbert, 24 Lt Jas H 


Winterringer, 2d Lt 
Jas C 
Wofford, 2d Lt Jno D 
Wojtkiewicz, 2d Lt 
Edw J 
Younginer, 2d Lt J M 
Zahalsky, 2d Lt S 
Zeliner, 2d Lt A W 
Reed, 2d Lt G W, jr 
Rose, 2d Lt Frank A 
Ruliffson, 2d Lt P H 
Schwem, 2d Lt R W 





Chase, Ist Lt James jr, Ft Lewis, Wash. 
Donovan, Ist Lt Timothy H, Ft Sill, Okla. 


To 82d Abn Div, Ft Bragg, NC 


USA Europe, for dy w/MAAG (BELLUX) 
Brussels, Belgium. 

Marshall, Maj James E, Wash, DC, to Det M 
OACOFS G2 8582d DU, w/sta London, Eng- 


From station indicated : 


land, 

Motley, Capt William A, Wash, DC, to Hq | Spitzer, Ist Lt Robert N, Ft Sill, Okla. 
and Hq Det ASA Hawaii, 8624th DU, Ft | Hall, 24 Lt John F, Ft Campbell, Ky. 
Shafter, TH. To 4055th SU ist GM Brig, Ft Bliss, Tex 


Kilgallen, Capt Raymond F, Arlington, Va, to 
7200th DU, Ft Meade, Md. 
Faulkner, Capt Oscar L, Ft Myer, Va, to Hq 


From station indicated: 
Tomlin, Capt Jack I, Ft Benning, Ga. 
Wardlow, Maj Theodore G, Houston, Tex. 


and Hq Det Army Members MAAG, Iran, Wenzel, Maj George H, Ft Sill, Okla. 

8673d DU, Teheran. Wilson, Maj Penrhyn jr, Ft Lewis, Wash 

Ruble, Capt Richard L, Monterey, Calif, to a a ge pd Wet aaa 
: ‘ Berger, Capt George J, Ft Sill, Okla, 


OARMA, Tokyo, Japan. 
Hyun, Capt John K G, Ft Meade, Md, to Stu 
Ft Hola- 


Hobbs, 
Hovey, 


Capt Eugene S, Ft Benning, Ga. 
Capt Allen L, Chicago. 


aro “ae ee Se ane wee | Maloney, Capt John P, Ft Hood, Tex. 
eye srley, Maj William J, C Ss. io. 
Chapman, Capt Richard W, Ft Hamilton, NY. eg ro jen te oe, — ta 


to 5106th SU Mich A Res, ADGRU, Detroit, 
w/sta Jackson, Mich. 
Somers, Capt Lee W, Wash, DC, to Hq and 


Capt Fred M, Ft Hood, 
To USAREUR 


Spears, Tex. 


Hq Co ASA Europe, 8620th DU, Frankfurt, From station indicated: 
Germany. Kruger, 2d Lt Paul C, Cp Chaffee, Ark 
Sanders, Ist Lt Robert C, Oakland, Calif, to Walden, 2d Lt Oscar D, Ft Story. Va. 


3310th SU Tenn ROTC Instr Gp, Nashville, 
Tenn, w/sta Mobile Tenn State College, 
Murfreesboro, Tenn. 
Clark, Ist Lt Raymond E, March AFB, Calif, 
a for ultimate asg to 40th AAA 
rig. 


From Ft Sill, Okla: 
Paleen, 2d Lt Wm P 
Parker, 2d Lt Theo V 
Rich, 2d Lt G B, 4th 
Rosen, 2d Lt Harris N 
Salter, 2d Lt Ralph 


Mead, 2d Lt Robt H 
Dougherty, 2d l4 J R 
Dunbar, 2d Lt Baxter 
Barrick, 2d Lt D W 

Boehling, 2d Lt F A 








DON'T LET 


RETIREMENT 
INCOME 


FADE AWAY... 


It can... but it won’t if part of your current 
earnings are wisely invested. The reason many 
people have invested in securities over and 
above fixed-dollar savings is that in the last 10 years, the purchasing power of 
the dollar has declined to approximately 52% ! 

You can help combat possible future fluctuations in the purchasing power of 
the dollar by acquiring dividend paving securities through convenient purchases 
of Mutual Fund shares . . . out of present earnings. 

For several years we have acted as financial counsellors to thousands of 
civilian, military and naval personnel. We have helped them solve the problem 
of providing extra retirement income and start on the way to a sound financial 
future through the regular purchase of Mutual Fund shares. We'd like to help 
you, too. 

Just mail us a postcard with your name and address for our free booklet, 
“The Modern Way to Invest.” We'll include complete, free information on how 
you can start a plan to help provide you with extra retirement income. 


BROWN, MADEIRA & COMPANY 


‘Specielizing in Mutual Investment Funds AN-2 


ONE WALL STREET, NEW YORK «, N. Y. 
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Snow, 2d Lt Chas R- Bockenkamp, 2d Lt 
Thompson, 2d Lt Joe Rene C 
B, jr Boucher, 2d Lt R E 
Thompson, 24Lt.MM_ Brockman, 2d Lt O J 
Tolley, 2d Lt Lee R- Brown, 2d Lt Bob P 
Weidenbach, 2d Lt Buckstaff, 2d Lt DC 
Joseph T Budde, 3d Lt Wm J 
Langley, 2d Lt R F, Butchko, 2d Lt John 
jr Byrne, 2d Lt Jno P 
Lemon, 2d Lt Jack L Cain, 2d 14 Paul D 
Leonard, 2d Lt Jno P Callahan, 2d Lt N E 
| McConaghy, 2d Lt Carley, 2d Lt Robt G 
| Kenneth L Cartwright, 2d Lt J H 
| Moore, 2d Lt AC, jr Chandler, 2d Lt RG 
Mount, 2d Lt PG Charette, 2d Lt G P 
Olds, 2d Lt Wallace J Costa, 2d Lt F G, jr 


Eells, 2d Lt Walter F 
Fisher, 2d Lt Edw J 
Hall, 2d Lt Andrew M 
Ransom, 2d Lt W A, Li 

jr Gale, 2d Lt Fred M 
Ross, 2d Lt A M, jr 


oJ 
Shelton, 2d L# Robt C George, 2d Lt Rok t 
Shelton, 3d Lt Thos C Gilligan, 2d Lt Jas 
Stimpson, 2d Lt ES Godchaux, 2d Lt C 

y 


Wentworth, 2d Lt E. 
Wylde, 2d Lt Cecil CI 


Harris, 2d Lt Bill 





HAVE YOU CHECKED 
| IN AT HARRY’S? 


Nearly all military personnel deal at 
Harry’s during their Washington tour. 
Our Prices——ALWAYS LOW 
Quality —— ALWAYS HIGH 

Ses) 


A Fifth 
86 Proof 


$3.99 


8 Years Old 


CHARTER OAK 


Imported from Scotland Scotland 
SANDY McNAIR 
SCOTCH 


| BB GOLDEN 
| 2 WEDDING 


Blended Whiskey 

4 Years or nore old 
40% Straight Whiskies 
60% Grain Neutral Spirits 


$2.79 


A Fifth 
86 Proof 


Fast Delivery and Special 
Packing for Visiting 
Personnel. 


FREE PARKING LOT 
adjacent to our store. 


} 
cigs y S 
LIQUOR STORE 
509 7th ST. S.W., WASHINGTON, D.C 


WEEKDAYS --1000- 
a] irs 
store hours SATURDAY —1000 


TELEPHONE ME. 8-5080 


FREE DELIVERY IN D..C 


ya hele) 
2400 
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York, 2d Lt Lester E Hayes, 2d Lt N C 
Oettinger, 2d LtMH, Heller, 2d Lt Fredk 
Hicks, 2d Lt C O 
Hutchins, 2d Lt WS 
Huxel, 2d Lt R H 


jr 
Page, 2d Lt Geo A, jr 
Pierce, 2d Lt Chas R 
MacDonald, 2d Lt Ivaska, 2d Lt R D 

Donald W Kruger, 2d Lt DG 
McComb, 2d Lt Jas M Dillon, 2d Lt Jos P 

To Hq USFA 

From Ft Siil, Okla: 

Kern, 2d Lt Jos P D Black, 2d Lt David C 
To USARCARIB (Panama) 

From Ft Sill, Okla: 

Casso, 2d Lt A L 


CORPS OF ENGINEERS— 
Maj Gen Samuel D Sturgis, C of E 


Wilbert, Col Harry FE, Ft Douglas, Utah, to 
2124th SU Sta Com, Ft Monroe, Va. 

Haller, Maj Joseph A, Chicago, to Alaska Air 
Comd, Elmendorf AFB, for further asg to 
925th Engr Avn Gp. 

Glad, ist Lt Amos D, Kansas City, 
Riverdale, N Dak. 

Rodrigues, Ist Lt Georges C, Oakland, Calif, 
to 86th Engr Cons Bn, Ft Dix, NJ. 

rerrell, ist Lt James S, Cp Rucker, Ala, to 
39th Engr Cmbt Bn, Ft Riley, Kans. 

Flickinger, 2d Lt Robert E, Cp Rucker, Ala, 
to 34th Engr Cmbt Gp, Ft Ord, Calif. 

Howard, 2d Lt Douglas J, Cp Chaffee, Ark, to 
88th Engr Cons Bn, Ft Carson, Colo. 

Pomerantz, 2d Lt Richard S, Arlington, Va, 
to Hq and Hq Det ASA, Alaska, 9614th DU, 
Ft Richardson, 


Dixon, 2d Lt Billy T 


Mo, to 


From Ft Belvoir, Va 
To station indicated: 

Sloan, 2d Lt Courtney Y, 950th Engr Avn Gp, 
Pepperrell AFB, Newfoundland. 

Lybert, 2d Lt Elmer J, USARPAC. 

Zagars, 2d Lt Richard A, Alaskan Air Comd, 
Elmendorf AFB, for further asg to 925th 
Avn Gp. 

Ames, 2d Lt Vincent E, 801st Engr Avn Bn, 
USAFE. 

Cameron, 2d Lt Donald F, 
Bn, USAFE. 

Highfill, 2d Lt James K, 803d Engr Avn Bn, 
USAFE. 

Hobby, 2d Lt Reece D, 866th Engr Avn Bn, 
USAFE 

Vanwinkle, 2d Lt Robert L, 862d Engr Avn 
Bn, USAFE. 

Steingraber, 2d Lt Richard C, 
USAFE, 

Russell, 2d Lt James R, 803d Engr Avn Bn, 
USAFE, 


172d Engr Avn 


172d Engr Bn, 


Lamb, 2d Lt Joe P, 469th Engr Avn Bn, 
USAFE. 
Hampel, 2d Lt Richard J, 115th Engr Cmbt 


Bn, Ft Leonard Wood, Mo. 

Schoeber, 2d Lt John P jr, Hq Sp Wpn Comd, 
8452d DU, Sandia Base, Albuquerque, N 
Mex, 

Howard, 2d Lt Robert J, 866th Engr Avn Bn, 
USAFE, 

Logan, 2d Lt John H, jr, 
Brig, Wolters AFB, Tex. 

Kelly, 2d Lt Allen J, 498th Engr Avn Brig, 
Wolters AFB, Tex. 

To 697th Engr Co, Ft Leonard Wood, Mo 
From Ft Belvoir, Va: 
Gradischer, 2d Lt J McClaren, 2d Lt S L 
Pollard, 2d Lt J F 
To 10th Inf Div, Ft Riley, Kans 
From Ft Belvoir, Va: 

Guerkink, 2d Lt R J Lodge, 

Holt, 2d Lt Edward G 
To 6th Armd Div, Ft Leonard Wood, Mo 
From Ft Belvoir, Va: 

Anthony, 2d Lt M J Dreshfield. 2d Lt R L 

Ardelt, 2d Lt CA Goeddel, 2d Lt J P 

Dorney, 2d Lt W F Page, 2d Lt Richard C 

To 332d Engr Avn Bn 
From Ft Belvoir, Va: 

Bachman, 2d Lt JA Trail, 2d Lt Carl F 

Lanier, 2d Lt W J Slevaggi, 2d Lt A J 

Robbins, 2d Lt DH 

To 62d Engr Cons Bn, Ft Leonard Wood, Mo 
From Ft Belvoir, Va: 

Halsema, 2d Lt DF Techentien, 2d Lt 

Livings, 2d Lt W T Wallace A 

To 15ist Engr Cmbt Gp, Ft Benning, Ga 
From Cp Rucker, Ala: 

MeMahon, Ist Lt MeMurray, 2d Lt W E 
Joseph M jr 

To Officer Stu Co, 3461st SU, Cp Rucker, Ala 
From station indicated: 

Carson, Ist Lt Ray M, Ft Benning, Ga. 

Holewinski, 2d Lt Daniel J, Ft Belvoir, Va. 

To The Engr Cen, Ft Belvoir, Va 
From station indicated: 

Miller, 2d Lt William H, Ft Leonard Wood, 
Mo. 

Johnson, Capt Malcolm D, Oakland, Calif. 

Leep, Capt Charles M, Oakland, Calif. 

To USAREUR 
From station indicated: 
Herbert, 2d Lt William F, jr, Ft Hood, Tex. 
To USAREUR 

. From Ft Belvoir, Va: 

Ballard, 2d Lt PO Lovett, 2d Lt W B, 

Berus, 2d Lt W J ir 


498th Engr Avn 


2d Lt Ga 








Bickel, 2d Lt D C 
Biggle, 2d Lt J P 
Byrd, 24 Lt J W 

Childress, 2d Lt J D 
Cozart, 2d Lt D K 

Darcy, 2d Lt R J 

Finch, 2d Lt S H 


Kingsley, 2d Lt D F 
Dobson, 2d Lt O N 
Wolff, 2d Lt T O 
Mock, 2d Lt H C 
Pope, 2d Lt Jack R 
Wilscn, 2d Lt C W jr 
Krzywicki, 2d Lt JS 


Hester, 2d Lt G L Junker, 2d Lt L J 
Hill, 2d Lt DD Kaplan, 2d Lt Asa 
Sachs, 2d Lt H H jr Fink, 2d Lt LH 
Ward, 2d Lt John V Fletchall, 2d Lt L R 
Weinert, 2d Lt J J Griffith, 2d Lt D L 


Holman, 2d Lt A J 
To Hq USFA 
From Ft Belvoir, Va: 
Miller, 2d Lt L. W_ Keller, 2d Lt Robt A 
White, 2d Lt Chad B Podell, 2d Lt Jack F 
Joy, 2d Lt Chas R 
To USARCARIB (Panama) 
From station indicated: 
Hockett, 2d Lt George R, Ft Leonard Wood, 
Mo. 
Shelton, 2d Lt Elwood K jr, Ft Campbell, Ky. 
To USARAL 
From Ft Belvoir, Va: 
Batchelor, 2d Lt W H_ Lalik, 2d Lt Albert J 
Fitzgerald, 2d Lt W J. Paschal, 2d Lt R L 
Hubbard, 2d Lt R M Adams, 2d Lt Jas R 


CORPS— 
Maj Gen George I Back, CSO 


Johnson, Lt Col Ralph S, Ft Bragg, NC, to 
9400th TU SigC Cen, Ft Monmouth, NJ. 
Lawry, Maj Arthur T, Wash, DC, to 9488th 
TU Sig Sve Team, Ankara, Turkey, 

McAndrew, Capt Joseph, San Antonio, to 
9514th TU Sig Sec, Ft Worth, Gen Dep, 
USA, Ft Worth, Tex. 

Ratner, 2d Lt Allan, Ft Meade, Md, to C Btry 
14th Bn, Annandale, Va. 

Ryan, 2d Lt Frank J, Las Cruces, NMex, to 
10th Ord Bn, Ft Bliss, Tex. 

Kettelkamp, 2d Lt Larry D, Wash, DC, to Ft 
Meade, Md. 

To Officer Stu Co, 3461st SU, Cp Rucker, Ala 


From Ft Gordon, Ga: 
Pitts, 2d Lt Chas R Sands, 2d Lt Robt S 
From Ft Monmouth, NJ: 
Meyer, 2d Lt Wm C Ivensen, 2d Lt L J 
Sumner, 2d Lt E L McBride, 2d Lt C W 
Hierholzer, 2d LtO J West, 2d Lt Noland M 


From Ft Monmouth, NJ 


To station indicated: 

Penisten, 2d Lt Glen E, 9600th TU SigC Cen, 
Cp Gordon, Ga. 

Sotos, 2d Lt Christopher A, 14th Sig Co, Ft 
Huachuca, Ariz. 

Rogers, 2d Lt George T, 8th Sig Co (8th Inf 
Div), Ft Carson, Colo. 

Fogel, 2d Lt Robert J, 9470th TU, Elct Pr 
Gr, Ft Huachuca, Ariz. 

Penzias. 2d Lt Arno A, 24th Sig Bn, Ft Dev- 
ens, Mass. 

Swanson, 2d Lt Robert L, 532d Sig Co, Ft 
Sheridan, Ill. 

Turcotte, 2d Lt Robert A, 26th Sig Bn, Ft 
Devens, Mass. 

Brown, Lt Col Percy D, OC Sig O, Wash, DC, 

Ridge, 2d Lt Pat, Stu Det Army Lang Sch, 
Presidio of Monterey, Calif. 

To Stu Det Ord GM Sch, Redstone Arsenal, 

Huntsville, Ala 

From station indicated: 

Ahern, Capt Dennei J, Aberdeen Pr Gr, Md. 

Pette, Capt James H, Ft Meade, Md. 


To USAFFE 


From station indicated: 
Reiser, Col Lloyd M, White Sands Pr Gr, New 


SIGNAL 


Mex. 
Stroebele, Maj Herman A, Ft Lewis, Wash. 
To USAREUR 
From station indicated: 
Esch, 2d Lt Robert E, Ft Huachuca, Ariz. 
McGee, Ist Lt Charles F, Ft Benning, Ga. 
From Ft Monmouth, NJ: 
Richardson, Ist Lt Gorelick, 2d Lt Jerry 
Robt A Allen, 2d Lt Stuart N 
Leonard, 2d Lt GM _ Bonkemeyer, 2d Lt 
Kendrick, 24 Lt W E Geo K 
Houts, 2d Lt F C Macomber, 2d Lt LC, 
Conway, 2d Lt A K 
Drummond, 2d Lt CV 
Reed, 2d Lt Edw T 
Hobbs, 2d Lt Jas C 


To USARPAC 
From station indicated: 
David, 2d Lt Robert W, Ft Bragg, NC. 
Ellis, Capt Walter G, Ft Monmouth, NJ. 


ADJUTANT GENERAL’S CORPS— 
Maj Gen Jolm A Klein, TAG 


Reeder, Lt Col Julius C, Ft Ord, Calif, to Hq 
Third Army, Ft McPherson, Ga. 

Hazer, Maj Kaleem, Ft Sam Houston, Tex, to 
2048th SU Pers Cen, Ft Knox, Ky. 

Brady, Maj James E, Ft McClellan, Ala, to 
2301st SU Md Mil Dist, Baltimore, Md, 

Stimpson, Maj Donald jr, Ft Devens, Mass, 
to 5044th SU Pers Cen, Ft Carson, Colo. 

Menville, Maj Eugene F, New Orleans, La, to 
5041st SU Hq, Ft Wayne, Detroit, Mich. 

Beckman, Maj Paul L, Tacoma, Wash, to 
3460th SU St Com, Ft McClellan, Ala. 

Piteri, Maj James, Ft McClellan, Ala, to 
1277th SU Sta Com, Cp Kilmer, NJ. 

Rasbury, Maj Manning S, Cp Chaffee, Ark, to 
Hq USFA. 

Colligan, Capt Lawrence H, Governors Is, 
NY, to 9211th TU Trans Mat Comd, Mari- 
etta, Pa. 


r 
Geikler, 2d Lt J A, jr 
Warner, 2d Lt M E 


McClenny, Capt Ernest B, Ft Harrison, Ind, 
to 4071lst SU Pers Cen, Cp Chaffee, Ark. 
Jansen, Capt Willis C sr, Ft Hood, Tex, to 
2304th SU Hq Va Mil Dist, Richmond, Va. 
Hurlbert, Capt Dwight E, Atlanta, Ga, to Hq 
Third Army, Ft McPherson, Ga. 

Kristofersen, 1st Lt Hope G, Ft Holabird, 
Md, to 4205th SU Southwestern Recruiting 
Dist, w/sta at Tulsa, Okla. 

Sarborough, Ist Lt Wesley C, Ft Bragg, NC, 
to Hq ASA 8600th DU, Wash, DC. 

Vieth, 2d Lt Wayne D, Ft Harrison, Ind, to 
Officer Stu Co, 3461st SU, Cp Rucker, Ala, 


| JUDGE ADVOCATE GENERAL’S CORPS— 





Maj Gen Eugene M Caffee, TJAG 


Howard, Ist Lt James G, Ft Sill, Okla, to 
5012th SU, Ft Sheridan, Il. 


QUARTERMASTER CORPS— 
Maj Gen Kester L Hastings, QMG 


Wyss, Col Arnold V, Wash, DC, to 9130th TU 
Philadelphia QM Depot, Philadelphia. 

Amber, Capt Raiph A, Philadelphia, Pa, to 
7099th SU 1st Arctic Test Det, USA, Ft 
Churchill, Manitoba, Canada. 

Johnson, ist Lt Hunter C, Ft Bliss, to 9135th 
TU QM Tng Comd, Ft Lee, Va. 

From Ft Lee, Va 

To station indicated: 

Behthke, 2d Lt Robert L, 9192d TU Auburn 
Gen Dep USA, Auburn, Wash. 

Crow, 2d Lt, Marvin B, 9111th TU Det No 2 
QM RD Fid Eval Agency, Ft Lee, Va. 

Fulp, 2d Lt Charles A, 9140th TU Atlanta 
Gen Dep, USA, Atlanta, Ga. 

Griffin, 2d Lt Dayton G, 11th Abn Div, Ft 
Campbell, Ky. 


Hester, 2d Lt Larry C. 82d Abn Div, Ft 
Bragg, NC. 
Routman, 2d Lt Stanley H, 3461st SU, Cp 


Rucker, Ala. 
Sachs, 2d Lt Morris B, jr, 5021st SU Sta Com, 
Ft Riley, Kans. 
Smith, 2d Lt Gerald G, 4005th SU Sta Com, 
Ft Hood, Tex. 
Meskin, 2d Lt Sanford A, 1277th SU Sta Com, 
Cp Kilmer, NJ. 
Patterson, 2d Lt Lawrence N, 2151st SU Sta 
Com, Aberdeen Pr Gr, Ma. 
Prabo, 2d Lt James L, 3%420th SU Sta Com, 
Ft Bragg, NC. 
Duckworth, 2d Lt Robert H. 5012th SU Sta 
Com, Ft Sheridan, Il, 
Geddie, 2d Lt Rowland H, jr, 3442d SU Sta 
Com, Ft McPherson, Ga. 
Harrison, 2d Lt Benjamin F, III, 3444th SU 
Cp Stewart, Ga. 
Holmes, 2d Lt David §S, 
Ft McClellan, Ala. 
Vuono, 2d Lt Natale S, 
Ft Devens, Mass. 
To USAFFE 
From station indicated: 
Cook, Maj Theodore H, Cp Kilmer, NJ 
To USAREUR 
From station indicated - 
Crisp, 2d Lt William H, Scherectady, NY 
Doughty, 2d Lt William H, Ft Myer, Va. 
Drelles, 2d Lt Leo D, Ft Devens, Mass. 
Pritchard, Capt Charles K, Wash, DC. 
Miller, Maj Paul, Cp Rucker, Ala. 
Bargeron. 2d Lt William W, Ft Lee, Va. 
Bowers, 2d Lt Philip D, Huntsville, Ala. 
Brockelman, 2d Lt Henry T, Ft Lee, Va. 
Cockerham, 2d Lt Bobby L, Ft Lee, Va. 
Flynn, 2d Lt James FE, Ft Lee, Va. 
Ory, 2d Lt Leland E, Ft Myer, Va. 
Thaver, Ist Lt Fdwin L, Ft Campbell, Ky. 
Keriacos, 2d Lt Peter T. Ft George G Meade, 


3460th SU Sta Com, 


1170th SU Sta Com, 


Md. 
Slimp, Col Jack B, USA Elm SHAPE, 865l1st 
DU, Paris, France. 
Robinson, 2d Lt Sumner E, Ft Lee, Va 
To USARAL 


From station indicated: 
Rapoport, 2d Lt Robert J, Ft Lee, Va. 
To USARPAC 
From station indicated: 
Higginbotham, Capt Bob M, Monterey, Cal. 
Bingham, ist Lt Paul J, Monterey, Cal. 


FINANCE CORPS— 
Maj Gen Bickford Sawyer, C of F 


Newcomb, Col Ralph E, Wash, DC, to Hq 
CONAR Comd 8575th DU, Ft Monroe, Va. 

Beaudon, Capt Robert L, Oakland Army Base, 
Calif, to 9336th TU, Frankford Arsenal, 
Philadelphia. 

Vanwinkle, Ist Lt Herbert N, Ft Harrison, 
Ind, to 9535th TU Sig C Sup Agency, Phil- 
adelphia, 

To USAREUR 
From station indicated: 
Ashenfelder, Lt Col William F, Wash, DC. 


MEDICAL SERVICES— 
Maj Gen George E Armstrong, SG 
Medical Corps 


Byas, Maj James S, Ft Sam Houston, Tex, 
to 1277th SU AH, Cp Kilmer, NJ. 

Gerlach, Maj Lorenz F, Ft Carson, Colo, to 
6013d SU Det No 1, USDB, Cp Cooke, 
Calif. 

Heard, Capt Nathan, jr, Ft Leonard Wood, 
Mo, to 1201st SU AH, Ft Jay, NY. 

Johnson, ist Lt John J, Waltham Mass, to 
1170th SU Det No 3, AH, Ft Devens, Mass. 


To USAREUR 
From station indicated: 
Dubuy, Lt Col Carl T, Ft Bliss, Tex. 
Smith, Maj Vernon M, Wash, DC. 
Kramer, Capt Jack, Ft Sam Houston, Tex. 


Dental Corps— 

Maj Gen Oscar P Snyder, Chief 
Bowers, Maj Dale C, Ft Myer, Va, to 99534 
TU Fitzsimons AH, Denver. 


| Mattison, Ist Lt Donald C, jr, Waltham, Mass, 





to USMA 8660th DU, West Point, NY. 
To USAREUR 
From station indicated: 
Kail, Lt Col David, Ft Dix, NJ 
Turner, Lt Col Frederick A, Wash, DC. 
Barnhardt, Maj Charles C, Las Cruces. NMex. 


Medical Service Corps— 
Col Robert L Black, Chief 
Rettie, Lt Col William, Wash, DC, to 6016th 
SU AH, Cp Irwin, Calif. 
Kocnce, Lt Col Vance T, Ft Lewis, Wash, to 
Hq First Army, Governors Is, NY. 
Beaudet, Lt Col Bertrand N, Brooklyn, NY, 
to 9009th TU Louisville Med Dep, Louis- 
ville, Ky. 

O'Neill, Maj Joseph A, Governors Island, 
NY, to 1170th SU AH, Ft Devens, Mass. 
Munsell, Maj Edward C, Ft Bliss, Tex, to 
9901st TU, Walter Reed AMC, Wash, DC. 
Tully, Maj Gordon R, Alameda, Calif, to 
9940th TU, Brooke AMC, Ft Sam Houston, 

Tex. 
Yoder, Capt Thomas W, Ft Lee, Va, to 2171st 
SU USA Disp, Army Cml Cen, Md. 
Derpa, Capt Charles B, Denver, to 3441st SU 
Br USD, Cp Gordon, Ga. 
Wiatrowski, Capt Hillard F. St Louis, Mo, 
to 9901st TU, Walter Reed AMC, Wash, DC. 
Porter, Ist Lt William R, Ft Riley. Kans, to 
332d Engr Gp, Ft Leonard Wood, Mo 
To USAREUR 
From station indicated: 
Keen, Capt Sam M, jr, Ft Hood, Tex 
Bass, Capt John, Ft Carson, Colo. 
Brumback, 2d Lt Roscoe L, jr, Knoxville, 
Tenn. 
Veterinary Corps— 
Brig Gen Elmer W Young, Chief 
Neal, Capt James F, Springfield. Mo, to 
5016th SU, Ft Crowder, Mo. 


Army Nurse Corps— 
Col Ruby F Bryant, Chief 
Kelley, Maj Laura C, Waltham, Mass, to 
Valley Forge AH, Phoenixville, Pa. 
Kachelries, Capt Walnetta J, Ft McClellan, 
Ala, to Brooke AMC, Ft Sam Houston, Tex. 


Orr, Capt Dorothy L, Waltham, Mass, to 
Brooke AMC, Ft Sam Houston, Tex. 
Davis, Capt Joan E, Hot Springs, Ark, to 


Fitzsimons AH, Denver. 
Dean, Capt Martha, Wash, DC, to 3420th SU 
AH, Ft Dix, NJ. 


| Gibbons, Capt Mary E, Denver, Colo, to 1262d 





SU AH, Ft Dix, NJ. 


Rahm, Capt Carolyn B, Wash, DC, to 6003d 
SU AH, Ft Ord, Calif. 

Tewell, Capt Mollie A, Fit Knox, Ky, to 
2164th-1 SU, AH, Ft Eustis, Va. 

Myers, Capt Lottie M, Ft Bragg, NC, to 
12624 SU AH, Ft Dix, NJ. 

Hultin, Capt Alice J, Ft Lawton, Wash, to 


Fitzsimons AH, Denver. 

Brown, ist Lt Barbara R, Denver, to 3440th 
SU AH, Ft Benning, Ga 

Graden, Ist Lt Carmen A, Ft Bliss, Tex, to 
7502d AU Pers Cen, Ft Buchanan, San Juan, 
PR. 

Sutter, 2d Lt Patricia S, Les Angeles, Calif, 
to Stu Det Med Fld Sve Sch, Brooke AMC, 
Ft Sam Houston, Tex. 


ORDNANCE CORPS— 
Maj Gen E L Cummings, C of Ord C 

Rogan, Col Francis E, Brooklyn, NY, to 
9211th TU Trans Mat Comd, Marietta, Pa, 
w/sta OC of T, Wash, DC. 

Lesowitz, Lt Col Edward, Wash, DC, to Hq 
CONAR Comd 8575th DU, Ft Monroe, Va. 

Duke, Lt Col Alvis B, Aberdeen Pr Gr, Md, 
to 52d Ord Gp, Ft Bragg, NC. 

Wickliffe, Maj Milton E, Augusta, 
3441st SU Sta Com, Cp Gordon, Ga. 

Caffrey, Maj Robert J, Ordnance, Oreg, to 
9353d TU Tooele Ord Dep, Tooele, Utah. 

Lehman, Capt Robert, Texarkana, Tex, to 
Stu Det Army Lang Sch, Presidio of Mon- 
terey, Calif. 

Buxbaum, Capt Milton, Ft Hamilton, NY, to 
9393d TU White Sands Pr Gr, Las Cruces, 


Ga, to 


NMex. 

Harvey, Ist Lt William L, Ft Belvoir, Va, 
to Army Sec, MAAG, 8653d DU, Sagion, 
Indochina. 

Mattice, Ist Lt Harold H, Huntsville, Ala. 
to USARCARIB (Panama). 

Voystock, Ist Lt John F, Yuma, Ariz, to 


Hq USFA. 

Lehmann, 2d Lt William F, Aberdeen Pr Gr, 
Md, to Stu Dt the Ord GM Sch, Redstone 
Arsenal, Huntsville, Ala. 

Dyer, 2d Lt Chalmer J, jr, Ft Knox, Ky, to 
9337th TU The Ord Tng Comd, Aberdeen 
Pr Gr, Md. 

Fairbanks, 2d Lt William R, Aberdeen Pr Gr, 
Md, to 65th Ord Det, Ft Devens, Mass. 

(Continued on Next Page) 
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Army Orders 
(Continued from Preceding Page) 
To USAREUR 

From station indicated: 
Trout, ist Lt Edwin F, Huntsville, Ala. 
Bullard, Capt Walter F, Ft Campbell, Ky. 
Cherry, Capt Jerry P, Ft Bliss, Tex. 
Douglas, Capt Robert J, Joliet, Ill. 
Elliott, Capt Shep R, Ft Riley, Kans. 
Zawora, Capt Edward A, Ft Bliss, Tex. 
Jones, Ist Lt Loren W, Ft Lewis, Wash. 
Yoder, 1st Lt Charles D, Ft Sill, Okla. 

From Aberdeen Pr Gr, Md: 
Wojciehowski, 2d Lt Huntley, Capt R M 

James P Ott, Capt L V 
Horton, 2d Lt FG Spicher, Ist Lt W F 
Pryor, 2d Lt WC Funke, Capt R D 
Delamarter, Capt RL Smith, Capt H B, sr 


CHEMICAL CORPS— 

Maj Gen William M Creasy, C Cml O 

Armitage, Col David, A Cml Cen, Md, to Hq 
Second Army, Ft Meade, Md. 
rando, Col Kenneth H, Ft Harrison. 
USARCARIB (Panama). 

Olson, Capt Theodore P, Ft McClellan, Ala, 
to 11224 SU Mass A Res ADGRU, Boston 
Army Base, Mass. 

Bolinger, Capt Himes W, Wash, DC, to Hq 
and Hq Co ASA Europe, 8620th DU, Frank- 
furt, Germany. 

Siegel, Ist Lt Marvin E, Ft McClellan, Ala, 
to USAFFE, 


CHAPLAINS CORPS— 
Maj Gen Patrick J Ryan, C of Ch 
Johnson, Lt Col Andrew L, Cp Kilmer, NJ. 
to 4050th SU the Arty Cen, Ft Sill, Okla. 
McAffee, Ist Lt Paul K, Oakland, Calif, to 
35lst Inf Regt, Cp Rucker, Ala. 


TRANSPORTATION CORPS— 
Maj Gen Paul F Yount, C of T 
Hall, Lt Col George A, jr, Salt Lake, Utah, 
to 6032d SU Det No 1 Sta Com Sharpe 
Gen Dep, USA, Lathrop, Calif. 
King, Lt Col Edmond H, Marietta, Pa, to 
9211th TU Det No 13, New Cumberland 
Gen Dep, USA, New Cumberland, Pa. 


Ind, to 


Levens, Capt Franklin J, Marietta, Pa, to 
9211th TU Det No 13, New Cumberland, 
Pa. 


Boyd, Capt Charles A, New Orleans, La, to 
126th Trans Det, Ft Myer, Va. 

\llen, Capt Jack E, New Orleans, La, to 
7278th GU Trans Terminal Comd, NEAC, 
McAndrew AFB, Newfoundland. 

3erman, 2d Lt Julius, Oakland, Calif, to NO 
POE, New Orleans, La. 

Beariault, 2d Lt Douglas G, Ft Story, Va, to 
USAREUR. 

To Trans Tng Comd, Ft Eustis, Va 
From station indicated: 

Mack, Capt Louis J, Oakland Army Base, 
Calif. 

Boyer, 2d Lt John R, Ft Belvoir, Va. 

Pollard, Capt William H, Marietta, 

To USAFFE 
From Monterey, Calif: 
Gray, Capt W R Strauss, Capt Charles 


MILITARY POLICE CORPS— 

Maj Gen William H Maglin, PMG 

Michaelson, Capt Robert R, Cp Gordon, Ga, 
to Stu Det Army Lang Sch, Presidio of 
Monterey, Calif. 

Bradley, Capt Charles R, jr, Ft Devens, Mass, 
to Hq and Hq Co ASA Europe, 8620th DU, 
Frankfurt, Germany. 

Klepacki, Capt Paul M, jr, Ft Bragg, NC, to 
USARPAC, 

Bennett, Capt Frank M, Cp Gordon, Ga, to 
8740th DU, Wash, DC. 

Thompson, Ist Lt Henry C, Herlong, Calif, 
to 8801st TU, Cp Gordon, Ga. 

Mann, Ist Lt Edgar B, Ft Mason, Calif, to 
2232d-2 SU Br USDB, New Cumberland 
Gen Dep, USA, New Cumberland, Pa. 


Pa. 


WOMEN’S ARMY CORPS— 
Col Irene O Galloway, Director 
Chappell, Ist Lt Leah L, Ft Harrison, Ind, 
to 2021st SU Second Army Recruiting Dist 
_No 2, USA, Main Sta, Beckley, W Va. 
Carroll, Ist Lt Juliet, Ft Hood, Tex, to 
— SU USA Recruiting Main Sta, Albany, 


Seotine Ist Lt Madeline, Ft Sill, 
2021st SU Second Army Recruiting Dist, 
No 6, USA Main Sta, Alexandria, Va. 

CHIEF WARRANT OFFICERS— 

Simms, Raymond M, Ft Knox, Ky, 
TU QM Tng Comd, Ft Lee, Va. 


Okla, to 


to 9135th 








Thompson, Winston C, Texarkana, Tex, to 
Cp Stanley Area, San Antonio, Tex. 


Averill, John M, Oakland, Calif, to 981st 
Engr Cons Bn, Ft Bragg, NC. 
Barrett, Earl H, Ft Knox, Ky, to 9400th TU 


SigC Cen, Ft Monmouth, NJ. 

Grigsby, Robert W, Oakland, Calif, to 26th 
MP Det, Ft Myer, w/sta at SigC Cen, Ft 
Monmouth, NJ. 

Rocker, Roy H, Ft Lewis, Wash, to Stu Det 
8579th DU, Ft Holabird, Md. 

Burley, Dexter V, Ft Devens, Mass, to 4050th 
SU the Arty Cen, Ft Sill, Okla. 
Pierce, Louis L, Ft Carson, Colo, 

SU AAA RTC, Ft Bliss, Tex. 

Shaffer, Richard W, Ft Dix, NJ, to 313 Sig 
Bn, Ft Meade, Md. 

Downey, Edward L, Ft Bragg, NC, to USA 
See Joint US Mil Aid Gp to Greece, 7954th 
AU, Athens. 

Douberly, Roscoe, Ft Jackson, SC, 
Engr Avn Bn, USAFE. 

Hamilton, Philip M, Cp Hanford, Wash, 
924th Engr Avn Bn, USAFE. 

White, Charles, Ft Hood, Tex, to 866th Engr 
Avn Bn, USAFE, 

Beaty, Lester C, Wash, DC, 
Co ASA Europe, 8620th 
Germany. 

White, William B, Catonsville, Md. 
SU Hq MDW, Wash, DC. 

Fuller, Charles E, Ft Knox, Ky, to Sp Wpns 
Tng Gp, 8452d DU, Sandia Base, Albuquer- 
que, NMex. 

Walker, James P, Ft Jackson, SC, to USAR- 
CARIB (Antilles). 

Sullivan, Richard M, Ft McPherson, Ga, to 
USARCARIB (Panama). 

Dalke ,Richard L, Ft Meade, Md, 
CARIB (Panama). 

Brennan, Leo W, Ft Wadsworth, 
OARMA, Tangier, Morocco. 


To USAREUR 
From station indicated: 


Ludlow, Paul L, Sacramento, Calif 
Richardson, Roy E, Ft Riley, Kans. 
Rhodes, James O, Ft Benning, Ga. 
Horkman, Robert H, Ft Jackson, SC 
Johnson, Laymon A, Ft Campbell, Ky. 
Kuhn, James P, Ft Bragg, NC. 
Chatman, Charlie L, Ft Jackson, SC. 
Francis, Joseph, Ft Bragg, NC. 
Bender, Simon M, Swarthmore, Pa. 
Warren, Cullen, Ft Benning, Ga. 
Young, Alfred G, New Orleans, 
Vanhook, Johnie L, Ft Knox, Ky 
Wagner, Frank W, Chicago, Il. 
Bullock, Robert L, Ft Dix, NJ. 
Ford, James S, Cp Rucker, Ala. 
James, Arthur, Cp Gordon, Ga. 
DelCampo, Vincent A, Ft Hayes, Ohio. 
Denney, Henry L, Ft Leavenworth, Kans. 
Kempa, Walter, Chicago, Il. 
King, Gerald J, Ft Hood, Tex. 
McCune, Ray O, Ft Hamilton, NY. 
Rockwood, Bert, jr, Cp Kilmer, NJ. 
Smith, Byron L, Ft Bragg, NC. 
Wardlow, Louis M, Ft Leavenworth, Kans. 
Caldwell, Leonard A, Ft Leonard Wood, Mo. 
Grigg, Jerry D, Ft Carson, Colo. 
Kunellis, Chris E, Philadelphia, Pa. 
Seay, Furman R, Ft Campbell, Ky. 
Hoskins, Orville E, Ft Sill, Okla. 
Lawson, James W, Ft Benning, 
Rainey, William, Ft Benning, Ga 
To USARAL 
From station indicated: 
Gillmore, Lloyd J, Washington, DC. 
Liles, James B, Raleigh, NC. 
Parrett, Clarence J, Washington, DC. 
Ramage, Thomas W H, jr, Ft McPherson, 
Ga. 


to 4052d 


to 821st 


to 


to Hq and Hq 
DU, Frankfurt, 


to 7001st 


to USAR- 


NY, to 


La 


Ga 


WARRANT OFFICERS— 

Williams, Billy J, Ft Bragg, 
Trans Co, Ft Sill, Okla. 

Ehrhardt, Martin W, Seattle, Wash, to 7278th 
GU Trans Terminal Comd, McAndrew 
AFB, Newfoundland. 

Rosenthal, Carl J, Ft Lewis, Wash, 
Det 8579th DU, Ft Holabird, Md, 

Belle, Gerald E, Ft Carson E, Ft Carson, 
Colo, to 9963d TU Valley Forge AH, Phoe- 
nixville, Pa. 

Davis, Henry C, Ft Eustis, Va, to 587th Trans 
Co, Ft Sill, Okla. 


NC, to 587th 


to Stu 


Fletcher, Harry M, Ft Eustis, Va, to 587th 
Trans Co, Ft Sill, Okla. 

Jackson, Ralph R, Ft Bragg, NC, to 587th 
Trans Co, Ft Sill, Okla. 

Warns, Robert G, Ft Bragg, NC, to 587th 


Trans Co, Ft Sill, Okla. 
To USAFFE 


From station indicated: 
Robertson, Joseph L, Ft Hood, Tex. 
Miller, Willie, Ft Lewis, Wash. 








ARLINGTON 


VIRGINIA 


Secured and unsecured signature loans made to rer- 
ular officers active and retired and reserve officers on 
active duty with 5 years continuous active commis- 
Sioned service. Open a savings or checking account 
with us NOW and be qualified for personal loans 
at our special low bank interest rate when vou need 
funds—no matter where vou are. Write us about our 
special world-wide BANK-BY-MAIL Service. 2% 
interest on savings. Car financing at bank rates, and 
Serviceman’s Home Mortgages for personnel stationed 
in the Washington area. 





(9 2 6 ot SS 


Tel.: JAckson 5-6300 
Special Banking Service 
for 
Servicemen and Families 


Armed Services Department under Brigadier General 
S. H. Sherrill, (ret.) 
Directors Include: 
General Jacob L. 
General Carl Spaatz, 
Major General H. C. Davidson, 
Member: 
Federal Reserve System 


Devers, USA (ret.), Vice Pres 
USAF (ret.) 


USAF, (ret.) 


Federal Deposit Insurance Corporation 
All Deposits Insured up to $10,000 











To USAREUBR 
From station indicated: 
Ingersoll, Charles J, jr, Ft Totten, NY. 
Stump, Edward B, Ft Knox, Ky. 
Turpin, Leonard J, Ft Hood, Tex, 
Armour, Leon, Ft Carson, Colo. 
Pullen, Mack J, Ft Hood, Tex. 


RETIRED— 


Crawford, Col Albert C. QMC, pd (80%) Rel 
fr Med Hold Det USAH, Ft Benning, Ga. 
Bucker, Col Harry E, FC, pd (30%) Rel fr 

Med Hold Det USAH, Ft Jackson, SC. 


Dickey, Col Joseph K-USA; records corrected 
to show perm disab (80%) and ret. 

Contee, Lt Col Raymond E, Inf, pd (100%) 
Rel fr Med Hold Det, Walter Reed AH, 
Wash, DC. 

Moomau, Lt Col Enos P, MSC, pd (100%) 
Rel fr Med Hold Det, Walter Reed AMC, 
Wash, DC. 

Brown, Lt Col Kilburn R, Inf; reverts to ret 


Rel fr Med Hold Det, Walter Reed 
AH, Wash, DC. 

McGan, Maj James W, Ord C, pd (30%) Rel 
fr Med Hold Det Madigan AH, Tacoma, 
Wash. 

Gray, Maj Kenneth W, Inf, pd (30%) Rel fr 
Med Hold Det USAH, Cp Gordon, Ga, 
Graver, Maj William R, Sig C, pd (80%) Rel 
fr Med Hold Det, Letterman AH, Presidio 

of San Francisco. 

Levin, Maj Beatrice D, 
Lewis, Wash. 

Grey, Capt Edgar W, Armor, pd (30%) Rel 
fr Med Hold Det, Walter Reed AH, Wash, 
DC. 

Massingill, Capt William L, Inf, pd (80%) 
Rel fr Med Hold Det, USAH, Ft McClellan, 
Ala. 

Durkee, Capt Richard W, Inf, pd (60%) Rel 
fr Med Hold Det, Walter Reed AMC, Wash, 
DC. 

Pridemore, Ist Lt William H, 
disab ret list. 

Lowry, 1st Lt Herbert J, Inf, pd (100%) Rel 
fr Med Hold Det, Walter Reed AMC, Wash, 
DC. 

Gibbard, Ist Lt Rodney H, FC, pd (70%) Rel 
fr Med Hold Det, Walter Reed AH, Wash, 
DC. 

Saeger, CWO William R, pd (60%) Removed 
from temp disab ret list. 
Franklin, CWO Benjamin, 
Rel fr Med Hold Det, 
Presidio of San Francisco. 
Perry, CWO Vernon B, AGC, pd (80%) Rel 
fr Med Hold Det, USAH, Ft Hood, Tex, 
Meier, CWO Robert J, FC, pd (40%) Rel fr 
Med Hold Det, Letterman AH, Presidio of 

San Francisco. 


status; 


WAC; Rel fr Ft 


restored perm 


MSC, pd (20%) 
Letterman AH, 


Retired Upon Application 


Rosen, Col Milton L, Inf; Rel fr Ft Wads- 
worth, NY. 

Pearson, Col Richard W, CE; 
Mass. 

McCormick, Lt Col Harry W, QMC, in gr of 
Col; Rel fr Med Hold Det USAH, Ft Hood, 
Tex. 

Wageman, Lt Col Jay J, QMC; Rel fr Jeffer- 
sonville, Ind. 

Smith, Maj Spencer D, CE. 

Hess, Maj William J, Inf; Rel fr Med Hold 
Det, Walter Reed AH, Wash, DC. 

Warren, Maj Paul N, QMC, in gr of Lt Col; 
Rel fr Med Hold Det Valley Forge AH, 
Phoenixville, Pa. 

Smith, Maj Thomas A, QMC, in gr of Lt Col; 
Rel fr Med Hold Det USAH, Ft Jay, NY. 
Booth, CWO Cecil V, Ord C: Rel fr Ft Lewis, 

Wash. 

Mendonca, CWO Frank A; Rel fr Presidio of 

San Francisco, Calif, 


Rel fr Boston, 


Brown, CWO Charles L, AGC; Rel fr Ft 
Hamilton, NY. 

Woodard, CWO Wilfrid H, AGC; Rel fr Med 
Hold Det Letterman AH, Presidio of San 
Francisco 

Balliet, CWO Charles A, Sig C: Rel fr Wash, 
DC. 

White, CWO Joseph G, Rel fr Ft Hamilton, 
NY 


WO Otto, AGC; Rel fr Med Hold 
SGO, USNH, Great Lakes, 


Regauer, 
Det 9948th TSU 
Tl. 












Massachusetts Investors 
Growth Stock Fund 


A mutual investment company 
which supervises a diversified 
portfolio of common stocks 
selected for long-term appre- 
ciation of principal and income 
rather than current income 
return. 


Prospectus may be obtained from 


Colonel “Nick” Dragneff 
U.S.A. (Retired) . . . Associate of 
HUGHBANKS INCORPORATED 
Dexter Horton Bidg. — Seattle, Washington 
Serving Investors for over a Quarter of a Century 
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OFFICERS TEMP DISAB RET LIST— 
Brown, Lt Col Hott S, Inf, pd (40%). 
Eddington, Lt Col Thomas W, TC, pd (30%). 
Weaver, Capt William L, CE, pd (30%). 
Rush, 2d Lt Alvin P, Ord C, pd (100%). 
Couzens, CWO Robert K, AGC, pd (100%). 


OFFICERS REMOVED FROM TEMP 
DISAB RET LIST— 


Williams, WOJG Emiele R. 


RESIGNED— 

Story, Maj Robert D, MC. 
Trice, Maj Ernest R, MC. 
Shealy, Ist Lt Edgar L, jr, CE. 
Culbreth, Ist Lt Fred P, jr, CE. 
Morris, CWO Quentin F. 
McCarthy, CWO Charles F. 


PROMOTED IN RA— 
To Colonel 

With date of Rank Fr 24 Feb 55 
Cardona, A A, MC Charles, O G, SigC 
Shellenberger, L C, Reed, C B, Arty 

MC Bradley, J A, Inf 
Sills, T W, Arty Gealta, C G, FC 
Evans, W T, Inf Kiel, A G, Arty 
Martin, J A, TC 
To Major 

Scott, Osborn E, ChC, w/DR fro 5 Feb 55. 

To Chief Warrant Officer, W-3 
Krauchi, Charles A, TC, w/DR fr 24 Feb 55. 

To Chief Warrant Officer, W-2 

With Date of Rank fr 24 Feb 55 
Agresta, F J, CE Lydon, A M, MPC 
Armstrong, LK, AGC Medina, A, QMC 
Ballantine, J J, Arty Michaels, C B, CE 
Benge, D W, SigC Miller, J L, jr, AGC 
Biggs, J P, jr, MPC Moseley, GO J, OrdC 
Blow, R C, AGC O’Brien, A L, MSC 
Brockett, R C, AGC O’Brien, B J, TC 


Buntz, H E, OrdC Parks, R M, CE 
Carey, W M, CE Pitt, S, FC 
C hesel, W, AGC Powers, ES, AGC 


Cummings, J V, MPC 
Dalto, J J, MPC 
Dillashaw, A B, MPC 
Dollahite, J E, MPC 
Durham, J R, MPC 
Elder, C J, QMC 
Elliott, H W, QMC 
Gibson, E W, MSC 
Gibson, H L, CE 


Price, W R, jr, MI 
Quarterman, LS§, 
AGC 
Queen, D, AGC 
Rose, R R, MPC 
Rosenthal, M, AGC 
Ruge, H A, MPC 
Shiver, W W, AGC 
Smith, A H, AGC 


Greubel, A B, TC Smith, D D, AGC 
Haff, R A, AGC Sousa, W T, AGC 
Hasley, C E, AGC Steinhardt, W, MPC 
Holdren, E A, SigC Stewart, W H, AGC 


Hopkins, G E, MPC 
Horton, J C, AGC 
Hubbard, R V, AGC 
Irving, K J, AGC 
Johnson, A S, QMC 
Jones, LM, AGC 
Keith, J B, AGC 
Larson, P, AGC 
Lousteau, D T, AGC 
Love, R B, MI 
Low, J W, MPC 


(Please turn to Next Page) 


Taylor, C O, jr, QMC 
Taylor, TH, MPC 
Trulsen, H H, CE 
Walters, G A, AGC 
Warren, W H, AGC 
Watts, LF, AGC 
Weitzner, D N, MSC 
Wheat, J R, AGC 
White, E B, MI 
Williams, H, OrdC 


CREIGHTO 


AMERICA’S FINEST 


UNIFORM SHIRTS 
AND TROUSERS 


CREIGHTO 
NATIONALLY "AN D 
PRESS SHIRTS 











REIGHTO 




















79 Army Navy Air Force Journal 


5 March 1955 


Army Orders 
(Contmmued from Preceding Page) 
TEMPORARY PROMOTIONS— 
To Lt Colonel 


Garrigan, Robert E, SS 


Te Major 
Mullin. Martin J, AGC 
To Ist Lieutenant 

Burnett, D C, OrdC Clement, M F, WAC 
Gabriel, SG L, OrdC Lind, M FE, jr. SigC 
Hamel, J B, jr, AS Parker, D M, CE 
Kinnavy, J W, Arm Segrest, W D, jr, AS 
Louder, W L. jr, Skrainka, F R, TC 

OrdC Osterman, H P, jr 
Cooper, T T, AGC SigC 


To Chief Warrant Officer, W-2 


Armijo, R A, AGC Bantin, Carl, QMC 
jaer, Walter, AGC JZarnhart, R A, MSC 
Ballard F E, AGC Barton, G A, TC 


Barwick, A F, jr, FC 
Barwick, C L, SigC 
Bennett, C W, AGC 
Bernhardt, C J, MI 
Best, RC, FC 
Blackett, D E, QMC 
3omar, M A, AGC 
Bongard, C L, QMC 
Bonicoro, L, AGC 


Cook, C E, OrdC 
Coslett, C F, TC 
Curry, R E, QMC 
Daniels, J T, QMC 
Daniels, R O, AGC 
Davis, C C, CE 
Davis, L V, AGC 
Dlugosh, L C, AGC 
Dossett, J A, OrdC 


Boswell, J M, MSC Dryden, V B, AGC 
Boyles, A E, AGC Dunnam, M A, QMC 
Brady, G W, SigC Ealick, F J, AGC 
Bramlitt, H W, OrdC Edwards, E W, jr. 
Bremer, V I, AGC AGC 

Brown, C D, AGC Elledge, H C, AGC 


Brown, Coats, CE Felver, J R, QMC 
3urke, T E, TC Ferguson, M D, AGC 
Caraway, J H, QMC Fontenot, N J, QMC 
Carmical, W K, OrdC Fonzi, N J, OrdC 
Carson, A K, AGC Foran, J L, OrdC 
Castrianni, S J, AGC Ford, O A, QMC 
Causey, C M, FC Fuqua, H I, AGC 
Chadwell, S C, jr, Gaberiein, R W, MSC 
Ordc Garland, H Y, QMC 
Clancy, J L, AGC Garnett, J W, AGC 
Collins, T A, jr, QMC Gibson, P, jr, OrdC 


SCHOOL AND CAMP DIRECTORY 


ve., Washington 9, D. C. 





The Schools and Camps listed below are effectively equipped to care for the educational 
and recreational needs of the children of members of the services and this Directory is 
recognized as an authentic and reliable aid to service parents in solving the problem of 
child education. For details as to the Schools listed in this Directory address them directly 
or communicate with the Army Navy Air Force Journal Dept. of Education, 1711 Conn. 























ALABAMA NEW YORK 
J Established 
MARION INSTITU i883 
CORNWALL-ON-HUDSON, N.Y. | 
1l4th vear. Fully accredited Junior College and four Thorough preparation for West Point, Annapolis, 
year College Preparatory in the heart of the Deep South. AF Academy and College in healthful environment 


Special preparation tor Army, Navy and Air Force acad- | 
emies, Fully military with Senior R.O.T.C. unit. Sports. | 
Mild climate _ Careful individual attention. For view- | 
book write: The Registrar, Box J, Marion, Alabama. | 








CAL IFORNL a 


MT, LOWE MILITARY ACADEMY 


BOYS 8-14 
Expert Supervision 
Accredited Academic Training 
Jr. Military Training, Cadet Unit Approved by State 
Adjutant General 
* Athletic & Recreational Activities 


$85 Per Month 
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608 W. Palm St Altadena, Calif. SY 4-5079 
Dept. A Maj. J. H. Dargin. President | 
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‘SULLIVAN SCHOOL 


West Point, Annapolis, Air 
Coast Guard Academies and all colleges, vf 
Presidentials (Nos. 1, 2 & 4). 1 and 2 on 
5 on Naval Reserve, %% W.P 
W.l. and A.F. Advanced 


Effective preparation for 
Force and 
top 4 W.P. 
W.P. SDV, 3 and 
Annapolis candidates passed 
Course begins March 14; Annapolis Advanced Course be 
ins Merch 28. Catalog. Wendell E. Bailey, USNA ‘34 
ox I, 2107 Wyoming Ave.. N. W., Washington 8 D. C. 


GEORGIA. 


EORGI 

















Mili! 
ACADEMY 


TARY 








m Atlanta—Winter ar nd sum 
LOT. His hest gove 

ing Ac editec pares fe Olle an 

tiona academies Separate qi = ( 

seventh grades, | ited to 100 boar ine aa 

graduate course. Reading Clinic, completely equipped 
with electronic apparatus, under supervision of a reading 
expert \ maior sports Instruction in fiving at extra 
cost. Cadets e in small groups with teachers. Moderate 
ates. Write Col. W. P. Brewster, College Park, Ga 





MARYLAND | 





~ Thorough pre aoe ation fk es, techni 
cal s . pete s 
‘ ne-year pos 





‘ a 
42nd yr. Catalog 


Teel, Box 100, Severna Park, Md. 


Small “classes 


eties 





Rolland M. 





THESE SCHOOLS | 
Invite requests for catalogue 
and information. In writing 
kindly mention The Journal. 











Braden students won 3 of the top & Presidential 
and 5 of the top 6 Vice Presidential places, West 
Point, 1954. 100% Success Navy Exam 1954. Ad 
vance course starts March 14 Exam Course 


M. 1 
LT. GERALD J. SULLIVAN, Ret., Principal 


June 








H. VINCENT VAN SLYKE, Executive 





%& THE MANLIUS SCHOOL 


Accredited college preparatory and 7th and 
8th grade. Military ROTC. Ski platoon. Tu- 
torial assistance included. Close supervision 
of study. Students grouped by scholastic 


ability. Fall, winter, spring sports, 125 acre 
campus. For ‘Tutorial Method’ and cata- 
log, address: 


ROBERT M. WEEKS, Dir. of Admissions, 
MANLIUS SCHOOL, MANLIUS, N. Y. 





PENNSYLVANIA 





ALLEY FORGE 


MILITARY ACADEMY 





"‘At the Nation's Shrine" 


One of America’s Most Distinguished Mili 
a Academies Small _ classes High 
Sel and Junior College courses. Fully accredited 
Arty., Cav., Infantry, Band, Senior Division ROT 
Catalog BOX V, WAYNE, PA. 








SOUTH CAROLINA 





CARLISLE MILITARY SCHOOL 


Develops manly men through cultivation of 
physical, mental, spiritual qualities. Small 
classes. Pre-Aviation course. Boys from 20 
states. All sports. Cadet Band, Non-sectar- 
ian. Also sub-freshman dept. 7th-8th grades. 
Rates $790. Catalog on request. 

Col. Jas. R. Risher, Headmaster, Bamberg, S$. C. 





VIRGINIA 


FORK UNIOR] 


MILITARY ACADEMY 

“ONE SUBJECT PLAN" 

Very best environment fully accredited. 
Highest War Dept. rating. R.O.T.C. 

tinguished clientele. Moderate rates. Grades 

812. Separate Junior School. Grades 1-7 


Dr. J. C. Wicker, Box J, Fork Union, Virginia 


STAUNTON 


MILITARY ACADEMY 
In Beautiful Shenandoah Valley. 
Thorough college preparation; 
fully accredited. Individual guid- 
— Band. All sports. 2 gyms. 
Fine health record. Fire- 
pen buildings. Separate Junior 
School. Illus. Le write Supt. 
SMA Box oe TC By 
BASIC CO URSE 0.T.C. 
U.S. ARMY iNSTRUCTORS 
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Golia, F J, AGC 
Gordon, C B, TC 
Gorsky, J A, OrdC 
Gregory, G K, QMC 
Grinrod, H C, AGC 
Gunning, L G, QMC 
Hajdu, F M, CE 
Hampton, J A, QMC 
Harrison, W H, CE 
Haught, W D, jr, 
AGC 
Haymon, W, AGC 
Haynes, D I, AGC 
Heaney, W J, OrdC 
Herman, E E, TC 
Hill, E A, AGC 
Hill, J O, AGC 
Hobin, F J, MSC 
Holder, B W, QMC 
Holliday, J T, AGC 
Holmes, D, AGC 
Holton, F N, @MC 
Hopkins, A E, AGC 
Hubbard, W L, AGC 
Ingram, H, QMC 
Johnson, C O, AGC 
Johnson, J H, CE 
Johnson, P W, AGC 
Jones, L, OrdC 
Jones, O T, OrdC 
Joplin, J R, MSC 
Joyce, W G, QMC 
Jury, E W, Ord 
Kadzis, J E, QMC 
Keener, Carl T, QMC 
Keirn, J L, AGC 
Keller, R W, QMC 
Kemp, E H, jr, QMC 
King, J V, QMC 
Kirchner, J F, TC 
Kleiser, B P, TC 
Kolachny, C D, AGC 
Levasseur, G L, AGC 
Lewis, W E, OrdC 
London, J D, QMC 
Lunday, A R, AGC 
Marsh, E H, AGC 
Mauk, RN, SigC 
Mayberry, W R, QMC 
McCammon, P D, 
OrdcC 
McGee, W S, QMC 
McKinney, C L, TC 
Medick, R L, OrdC 
Medsker, R R, OrdC 


Mills, P T, QMC 
Molenda, E A, AGC 
Morawski, J S, OrdC 
Morgan, S R, AGC 
Morris, M L, TC 
Moss, H G, AGC 
Mundle, H M, AGC 
Neff, G J, QMC 
Newton, W O, AGC 
Nimeth, V J, QMC 
Norrgard, W J, QMC 
Norris, E W, AGC 


Oettinger, L F, MSC 
O'Keefe, R M, MI 
Olson, Odin C, AGC 
Onan, E R. AGC 
Page, D EF, Sig C 
Palasky, F,. AGC 
Perry, H E, AGC 


Petrovich, W C. 
JAGC 
Pierre, N J, jr. AGC 
Podschun, W A. QMC 
Pope, H E, AGC 
Proctor, W J, AGC 
Ray, Albert, CE 
Reed, B A, AGC 
Rembetsy. G T. Ord 
Benbjor, C L, CE 
Rice, Jack, QMC 
Ritter, H K, OrdC 
Roberts, D W, OrdC 
Roberts. M L, Arty 
Ruda, Mitchell, AGC 
Russon, R S, AGC 
Ryder. S E, jr, MSC 
Sabrusla, W L, QMC 
Sanders, G N, QMC 
Schoch, F J, AGC 
Schwartz, W A, AGC 
Scott, Otis, QMC 
Shields, B F, AGC 
Shrewsbury, G W, 
AGC 
Smith, Guy D, TC 
Smith, H W, AGC 
Snider, J D, AGC 
Snodgrass, H A, OrdC 
Snyder, J B. AGC 
Speights, F E, QMC 
Suhr, A F, QMC 
Sullivan, E W, AGC 
Swofford. H S, QMC 
Swope, W E, AGC 
Taylor, D M, AGC 
Taylor, J L, AGC 
Thrash, M C, OrdC 
Tibbs, L W. AGC 
Trammell, J W, TC 
Turpin, L J, QMC 
Twombly, M C, QMC 
Tyree, P W. QMC 
Ury, Joseph, AGC 
Uzzel, C C, QMC 
Van Huss, L J, AGC 
Wages, J E, jr. QMC 
Walker, W B. QMC 
Waskom, G E, QMC 
Weber, W V, AGC 
Westall, TE, QMC 


White, Doyle, MSC 

Whitlock, W H, AGC 

Wiesenburger, W W, 
OrdCc 

Williamson, F R, 
A 


GC 

Willis, R E, QMC 
Willson, S G, AGC 
Wilson, A Y, QMC 
Wilson, H W, QMC 
Wilson, P J, OrdC 
Winnie, C D, QMC 
Wood, D A, QMC 
Wynne, Robert, AGC 
Young, C R, TC 
Zaremba, E J, AGC 
Zitkus, J E, AGC 
Atwell, H B, QMC 
Austin, G W, QMC 
Bass, B R, AGC 
Bateman, H E, AGC 
Battle, E B, AGC 
Bendgen, R F, AGC 
Bergman, R L, CE 
Bishop, R W, MI 
Blaser, J T, QMC 
Bonham, G N, AGC 
Bosch, H M, QMC 
Bramlette, J O, AGC 
Bridges, Archie, MSC 
Brizzolara, L A, AGC 
Burns, K H, Ord 
Bushong, Q R, QMC 
Butler, J F, QMC 
Carr, W H, SigC 
Childress, C T, MSC 
Clark, D M, QMC 
Clifford, C E, MI 
Combs, C A, jr, Ord 
Conkin, E A, Ord 
Couch, F C, Ord 
Cromer, F X, AGC 
Dastoli, A N, AGC 
Davis, C H, QMC 
Delorenzo, N V, QMC 
Droke, H B, FC 
Elder, R E, MI 
Ellis, M D, Ord 
Fagan, Q E, AGC 
Ferrandino, R F, MI 
Fisher, Charles, CE 
Flanagan, J E, CE 
Forland, A E, AGC 
Fossa, A B, QMC 
Freitchen, L C, SigC 
Fullbright, P E, Ord 
Gibbons, L L, AGC 
Godfrey, J F, AGC 
Gonzales, L J, Ord 
Green, G E, AGC 
Greenaway, R F, Ord 
Grubb, M W, QMC 
Hall, R G, AGC 
Harris, Cecil F, QMC 
Hart, Robert E, AGC 
Hartsell, J S, AGC 
Havens, R M, QMC 
Hedman, H W, Arm 
Hooper, C R, jr. AGC 
Hoyt, R F, QMC 
Jackson, R R, TC 
Johnson, C W, OrdC 
Johnson, O H, jr, 

MSC 
Johnston, C I, QMC 
Johnston, G H, SigC 
Tones, Allen, AGC 
Jones, Steven FE, AGC 
Jordan, C E, Ord 
Kaiser, E, QMC 
Karika, Charles, AGC 
Keller. N F, AGC 
Kelley, F C, Ord 
Kelley, P H, QMC 
Klein, C W, QMC 
Kynes, C A, AGC 
Lambert, R P, QMC 
Lizon, James J, QMC 
Lord, M J, SigC 
Lowe, E M, CE 
Maddox, A A, QMC 
Maize, L H, Ord 
Mann, A A, AGC 
Manning, F, QMC 
Marire, M, QMC 
Marshall, W R, QMC 
Mastronardi, F J, 

QMC 
Matthews, I J, 
McCarthy, 
McCommas, D R, CE 
McDaniel, M R, AGC 
McKinley, C E, AGC 
Mee, J W, QMC 
Messer, B A, AGC 


jr, Ord 
L. AGC 





Moreno, Pete J, MSC | 


Mitchell, D, Ord 
Mogel, V L, AGC 
Montroy. R E. Ord 


Moreland. H E, QMC 
Morgan, B L, MSC 
Moulton, H A, SigC 
Mullen, W J. AGC 
Murphy, W J, AGC 
Nairn, Harry J, QMC 
Neal, J R, QMC 
Neilly, H J, AGC 
Nelson, O E, CE 
Pennycoff, R L, Ord 
Penrod, Paul E, CE 
Phillips, T R, SigC 
Pirkle, T J, CE 
Pollard, R R, QMC 
Qualls. Opal B, MSC 


ae 


Ragsdale, J W, jr, Sturgeon, RS, MSC §f 
Sweeny, K P, SigC 4 

Rast, R L, MPC Taylor, C W, CE j 

Rawlings, H B, AGC Templeton, D C, MI 

Reid, Thomas G, AGC Thompson, R W, Ord 

Roberts, H V, CE Thorne, R B, 

Robinson, H F, Ord Trashel, David, AGC 

Rodriguez, A C, QMC Triano, J F, MPC 

Rogers, A W, Ord Tully, R E, Ord 

Rogers, W B, QMC Wade, D T, MSC 

Root, R M, QMC Waldo, Jess W, CE 

Russell, H L, jr, Arm Weinert, H J, AGC 

Scott, W A, AGC Whatley, C O, Ord 

Shinn, H L, QMC White, F C, AGC 

Shipley, E W, MSC Whitney, W J, Ord 

Simon, S S, AGC Wilson, W C, MPC 

Smith, C N, MSC Wright, W J, SigC 


Stephan, E E, WAC 
Strader, J H, AGC 
Stubbs, C E, TC 


DISCHARGED— 


Hauser, 2d Lt William C, Inf, 
Harden, CWO Rufus F, AGC, pd. 


SEPARATIONS— 


Barlow, Lt Col Stephen H, QMC. 
Aker, Ist Lt Donald C, MPC. 
Humphrey, Lt Col Elmer W, Inf. 
McCarthy, Ist Lt Joseph H, a SigC 
Smith, Lt Col William B, 
McAllister, Maj Donald, i 
Halloran, Maj Robert S, TC. 

Basil, Ist Lt Benjamin J, Arm. 
Bourke, Maj Charles N, AGC. 
Southerland, Lt Col Robert J, AGC 
Ulery, Lt Col John W, QMC. 

Corby, Lt Col Harry G, Inf. « 
DeLong, Ist Lt Delmar E, TC. 
Hicks, Ist Lt Robert S, TC. 
Hommema, Capt Eugene C, 
McKenzie, Ist Lt Stephen R, 
Schnepf, CWO Norbert P. 
Berry, Maj Thomas P, JAGC. 
Henry, Capt Truman K, SigC. 


Wright, W B, QMC 
Zobrosky, C S, MPC 


Armor. 
MPC 


BRANCH ASSIGNMENTS— 

Riley, Capt James D, Inf, Trans Tng Comd 
Ft Eustis, Va, tr fr Inf to TC. 

Wohlfarth, Ist Lt Howard K, Inf, Co F, 35tb 
Inf Regt, APO 25, San Francisco, Calif. trf 
fr Inf to QMC. 


DESIGNATED ARMY AVIATORS— 


Boland, Capt Maurice M, Inf. 
Bridges, Ist Lt James L, Arty. 
Henshaw, ist Lt James F, jr, CE. 
Peterson, ist Lt John W, jr, Arty. 
Jellow, 2d Lt Philip G, Arty. 
McMurry, 2d Lt William E, CE. 
Miller, 2d Lt Thomas O, jr, Inf. 
Miller, 2d Lt William D, Arty. 
Newport, 2d Lt Dennis E, CE. 


Oison, 2d Lt Ronald D, Arty. 
Panageas, 2d Lt Dan P, Inf. 
Wheat, 2d Lt Thomas W, jr, Arty 
Iwamasa, WO Robert H. 

Crain, 2d Lt James C, Inf. 
Dooley, 24 Lt Ronald K, Arty. 
Nagao, Capt Henry J, Arty. 
Ratcliffe, Capt Willard A, jr, TC. 
toseberry, Capt Robert A, TC. 


Speedman, Capt Richard L, Arty. 
Treat, Capt Donald E, Armor. 
Beardsley, Ist Lt Stephen G, jr, Armor 
Binkelman, Ist Lt Edward G, Arty. 
Cockle, Ist Lt George R, Inf. 

Grimm, Ist Lt Adolph H, Inf. 
Ketzler, Ist Lt Kenneth L, Arty. 
Martin, Ist Lt George L, Arty. 
McCready, Ist Lt Jesse L, Arty. 


Ist Lt Francis P, Inf. 
jr, CE 


McDermott, 
McMahon, Ist Lt Joseph M, 
Royal, Ist Lt Walter H, Inf 
Selavka, Ist Lt Carl, Inf, 
Terrell, ist Lt James S, CE. 
Wheeler, Ist Lt Douglas E, Armor. 
Wright, Ist Lt Putt D, Arty. 
Beach, 2d Lt James R, TC. 
Bennett, 2d Lt Willard M, jr, Arty. 
Bolin, 2d Lt Gerald M, Arty. 
Byrd, 2d Lt Roger D, Arty. 
Chritton, 2d Lt William R, jr, Inf 
Chubboy, 2d Lt Robert A, SigC. 
Cowles, 2d Lt Donald W, TC. 
Davis, 2d Lt Roger H, Inf. 
Finley, 2d Lt John L, CE. 
Fisher, 2d Lt Royal C, jr, Arty. 
Flickinger, 2d Lt Robert E, CE. 
Foley. 2d Lt Donald E, CE. 
Henderson, 2d Lt Robert D, TC. 
Hickman, 2d Lt Wallace L. CE 
James, 2d Lt Thomas R, CE. 
Joiner, 2d Lt Jack D, CE. 
Kerby-Miller, 2d Lt John C, TC 
Kiggins, 2d Lt Harold Z, Arty. 
Lewis, 2d Lt Joseph A, Inf. 
Lincoln, 2d Lt George H, CE 
McMurray, 2d Lt Thomas I, 
Bruce, WO John W. 
Seefeldt, WO Richard S. 
Senior Army Aviators: 
Nelson, Capt Clayton V, 
Vaughn, Capt Jimmei D, 


CE. 


Arty. 


Arty. 


CHANGE OF NAME— 

Avery, Maj Willoughby M, jr, AGC-USAR, te 
Willoughby M Avery. 

Harris, Ist Lt Harold E, jr, 
Harold E Harris. 

Robinson, ist Lt Dorothy A, ANC Ret. to 
Dorothy A Mann. 


(Continued on Next Page) 
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Army Orders 
(Continued from Preceding Page) 

Roderick, Capt Edith C, ANC-USAR, to Edith 
Roderick Esslinger. 

Shoho, Ist Lt Masao, Inf-USAR, to Reynold 
Masao Shoho. 

Sullenger, Ist Lt Dorothy H, WMSC-USAR, 
to Dorothy Sullenger Whitehouse. 

Tylicki, 2d Lt Theodore C, Inf-USAR, 
Theodore C Tyler. 

Wysor, Ist Lt Evelyn M, ANC Ret, to Evelyn 
K Mullins. 

Lautenbach, 2d Lt Shirle J, ANC USAR, to 
Shirle J Sweeney. 

Liebman, Capt Seima, WMSC 
Selma Liebman Meadow. 

Ramey, CWO George Henry, AUS, to Vernon 
Eugene Ramey. 

Redmon, Ist Lt Norma J, 
Norma R MacNeill. 

Saling, 2d Lt Charlotte A, WMSC USAR, to 
Chariotte Ann Maloy. 

Sharpe, 2d Lt Mary I, ANC 
Marchman, 

Szebunczak, Ist Lt Bohdan Osyp, MC USAR, 
to Bohdan Osyp Shebunchak. 


to 


USAR, to 


WAC USAR, to 


tet, to Mary I 


ADVANCED ON THE RETIRED LIST— 
To ist Lieutenant 
Comfort, M/Set F Graham, M/Sgt G 
To WOJG 
Morton, M/Sgt Lelan A 


EM RET AND TRF TO USAR— 
Cook, M/Sgt H E 
Larson, M/Sgt M E 
Ozbun, M/Set H M 
Porter, M/Sgt T D 
Powell, Sfe J L 
Ward, Sfe J L 
Walker, M/Sgt J 
Harrison, Sfe R 


Jacobs, Sfe Andy 
Buck, M/Sgt C B 
Babela, Sfe John 
Pavelich, Sfe GR 
Rank, Sfe H A 
Hardoby, Pvt G 
Ferguson, Pvt JS 
Dalton, M/Sgt C W 


ENLISTED MEN RETIRED— 
Hamilton, Sfe W C 
Bueza, Cpl Fabian 
Machine, Sfe Nick 
Jonas, Pfe J K 
Bakke, Pvt J E 
Washington, Pvt H 
Jones, Cp1G E 
Hamilton, Pfe S H 
Curtis, Cpl Rolla E 
McKee, Pfe Paul G 
Parker, Cpl B J 
Derrow, Cpl R P 


Vaccariello, Cpl A 
Johnson, Pvt N 
Iverson, M/Sgt W J 
Martinot, Sgt H M 
Ledbetter, Pvt D E 
Thiel, Pvt H G, jr 
Estes, Sfe AS 
Alexander, Cpl L E 
Mathewson, Sgt J W 
Brown, Cpl W H 
Pittman, Cpl A Y 
Velez-Calderon, Cpl 


Maldonado-Montijo, Carlos 
Cpl Jose R Conerly, Pfe H L 
Santiago-Vazquez, Viel, Pile SA 


Cpl Roberto 
Imberi, Pfe A 
Root, Pfe G W 
Millan, Sfe G 
Whitehead, M/Sgt W 
Hickman, Sfe F S 


Eyster, Pvt W 
Hinton, Pvt D 
Monrean, Pvt 
Douglas, Cpl R 
Jackson, Cpl R L 
Bush, Sfe R J 


Um 


J 


am 


Thatcher, Sfe I F 
Bradbury, Sgt J J 


Brown, Sgt H L 
Wimbley, Pvt C 


EM ON TEMP DISAB RET LIST— 


Thacker, Cpl JS 
Brutico, Pfe A J 
Carr, Sgt H F 


Prusak, Cpl R J 
Washington, Cpl J H 
Cook, Pvt H J 


Young, Sgt T E 
Mefford, Sfe J M 
Huisman, Cp! D D 
Brown, Pfe C L 
Price, Pfe J E 
Steele, Pfe J D 
Garrett, Pvt O L 
Romero, Pvt CC 
Mackel, Pfe N T 
Weber, Pvt CR 
Hauser, Pvt Moses 
Trout, Pvt JH 
Cunningham, Pfe W 
Hanna, Pfe D K 
Knuckles, Pfe J, jr 
Rucinski, Pfe B W 


Sale, Cpl F L, jr 
Wilson, Cpl W A 
Lolmaugh, Pfe DR 
Thompson, Pvt F H 
Reynolds, Sgt W H 
Dennison, Pfe E V 
Davis, Sfe R L 
Giacobbi, Pfc J V 
Lewis, Sfe H P 
Brattain, Sgt L E 
Cobb, Cpl K D 
Lewis, Cpl F E 
Casado, Pfe C 
McFadden, Pfe S 
Grant, Pvt RL 
Sage, Pvt J §S, jr 


EM REMOVED FROM TEMP DISAB 
RET LIST— 
Murphy, Pfe T 
Ross, Pvt A O 
DeLeon, Pvt P P 
Taylor, Pfe L F 


Brown, M/Sgt J A 
Ormonde, Pfe J D 
Peguese, Pfe R L 





Assigned from Duty Overseas 

The following named Army officers have 

been assigned as follows from duty overseas: 
Colonels 

Morlock, Wallace J, DC, from 
Germany, to Letterman AH, 
San Francisco. 

Grubb, Joseph C, from Tokyo, Japan, to 
Chief of the Plans Div, G-4 (Supply) 
Section, Third Army, Ft McPherson, Ga. 

Gregg, David Hamilton, Yokohama, Japan, 
to dy Engr Supply Officer, Utah Gen De- 
pot, Ogden, Utah. 

Lt Colonels 

Watson, Richard R, from KMAG, Korea, to 
937th FA Bn, The Arty Cen, Ft Sill, Okla. 

Kemp, James B, Formosa, to Third Army 
G-1 (Personnel) Section, Ft McPherson, Ga. 


Frankfurt. 
Presidio of 


Gerrells, Travis A, KMAG, Korea, to Hq 
Fourth Army, G-3 Section. Ft Sam Hous- 
ton, Tex. 

Major 


Bonham, Paul W, 7th Army Hq. Germany, 





to Chief of the Engr Div, Port of Embarka- 
tion, Seattle, Wash. 

Burton, Ethel, ANC, from 7779th Army Unit, 
Germany, to Brooke Army Hosp, Ft Sam 
Houston, Tex. 

Frain, Joseph X, ChC, from 5th FA, Korea, 
to Walter Reed AMC, Wash, DC. 


Renner, Donald A, from Korea, to Hq 
CONARC, Ft Monroe, Va. 
Kingman, Allen F, jr, Tokyo, Japan, to 


Neuropathology Section, Armed Forces 
Institute of Pathology, Walter Reed AMC, 
Wash, DC. 

Chandler, Carl F, Korea, to dy as Education- 
al officer, Third Army Troop I and E Sec- 
tion, Ft McPherson, Ga. 

Captains 

Eyre, Francis T, from Yokohama, Japan, to 
Assistant S-3, Okla Mil Dist, US Army Re- 
serve Hq, Will Rogers Field, Okla. 

McCormick, Jeanne B, from Tokyo, Japan, 
to Brooke AH, Ft Sam Houston, Tex. 

Ist Lieutenant 

White, Evelyn E, Korea, to Brooke AH, Ft 

Sam Houston, Tex. 


Gen. Wyman Will Direct 
Exercise Apple Jack 


Lt. Gen. Willard G. Wyman, USA, Com- 
manding General, Sixth Army, Presidio 
of San Francisco, has been named Ma- 
neuver Director for Exercise Apple Jack 
1-21 May in the Yakima, Wash., Firing 
Range Area in- 
volving troops of 
the 2d Infantry 
Division and the 
5th Regimental 
Combat Team, 
both from Ft. 
Lewis, Wash. 

During the ex- 
ercise, which will 
be under the 
overall supervi- 
sion of Head- 
quarters, Con- 
tinental Army 
Command, Ft. 
Monroe, Va., the 
Air Force’s Tac- 
tical Air Com- 
mand will conduct concurrent support 
operations. 

Apple Jack will train troops in offen- 
sive and defensive measures, tactical em- 
ployment of and defense against atomic 
weapons, combat intelligence, night op- 
erations, survival methods, tactical air 
operations, logistical support including 
daylight and night aerial supply and 
evacuation, and other offensive and de- 
fensive aspects of modern warfare. 

In addition, the Army will conduct cer- 
tain troop tests of current and proposed 
changes to doctrine and technique. 


Le 


Lt, Gen. Wyman 





Sterling Sub-machine Gun 
May Be Used By NATO 


The new British Sterling sub-machine 
gun which has replaced the Sten in the 
British Army may become standard 
equipment for NATO forces. This is now 
being studied by NATO leaders. 

The Sterling is touted as lighter, safer 
and more reliable in use than any other 
gun of its type. It weighs six lbs., and 
fires 575 rounds of 9-mm. ammunition a 
minute. 

It is accurate at 200 yards and lethal 
to a far greater range, according to its 
advocates. Its recoil is negligible, and as 
the butt folds away the gun can be fired 
with one hand, pistol-style. It has a self- 
cleaning breech block, which automati- 


| cally removes any fouling, and it hus a 


double feed for its 34-round magazine. 

In tests, the Sterling has been sprayed 
with fine sand, immersed in mud and sub- 
jected to a deep freeze and has come up 
firing. 





Col. Greene Takes Spanish 


Col. Corston A. Greene, USA, com- 
manding officer of the 13th Infantry Regi- 
ment, Ft. Carson, Colo. was reassigned to 
the Army Language School, Presidio of 
Monterey, Calif., on 1 March. 

Colonel Greene arrived at Ft. Carson 
with the 31st Infantry “Dixie” Division 
in February 1954. He served as Chief of 
Staff with the division until its inactiva- 
tion, and on 16 April 1954, took command 
of the 13th Regiment. 

Colonel Greene and his wife, the former 
Frances K. Jones of Spokane, have four 
children; Judith, Laura, Margaret and 
James. 





| 
j 
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OFFICIAL AIR FORCE ORDERS 


Harold E. Talbott—Secretary of the Air Force 
James H. Douglas, jr.—Under Secretary of the Air Force 


Roger Lewis—Assistant Secretary (Materiel) 


Lyle S. Garlock—Assistant Secretary (Financial Management) 

Trevor Gardner—Assistant Secretary (Research & Development) L 

David 8. Smith—Assistant Secretary (Manpower, Personnel & Reserve Forees) 
General Nathan F. Twining—Chief of Staff 


Brig General 

Clinch, William J, fr Hq Fifth AF (Adv), 
FEAF, APO 970, San Francisco, Calif; to 
APO710, San Francisco, Calif, w/ne in dy 
asg. 

McCullough, Arthur L, rel fr 1100th PERP 
Sa, Ha Comd, USAF, Bolling AFB, DC, & 
ret. 

Colonel 

Moore, Terry L, jr, Brookley AFB, Ala, to 
Hq USAF, OSD, Wash, DC. 

Trail, James M, fr Wash, DC, to 1100th 
PERP Sa, Hq Comd, USAF, Bolling AFB, 
DC. 

Springer, Donald L, Wash, DC, to Hq Fifth 
AF, FEAF, APO 970, San Francisco, Calif, 

Lt Colonel 

Marston, Glenn F, Wash, DC, to Hq Mth 
ADiv (Def), ADC, Kirtland AFB, NMex. 

Miller, Eari C, Offutt AFB, Nebr, to 3d ADiv, 
APO 334, San Francisco, Calif. 

Ogas, Bernard V, Offutt AFB, Nebr, to 376th 
Bom We, SAC, Barksdale AFB, La. 

Eastman, John R, Baltimore, Md, to 5700th 
USAF Dispensary, APO 825, New Orleans, 
La. 

Martin, Ralph G, Baltimore, Md, to HED 
AFFTC, Edwards AFB, Calif. 


Major 

Watters, Peter K, Wash, DC, to Det 1, 
1137th USAF Sp Act Sq, Hq Comd, USAF, 
Ft Myer, Va. 

Holland, Clark O, Offutt AFB, Nebr, to dy 
sta Bom Comd, Hq, Nr 3 Gp, RAF, Milden 
hall, Bury St Edmunds, Suffolk, England, 
as Exch Off. 

Edwards, Jack E, Wright-Patterson AFB, O, 
to FEALOGFOR, APO 74, San Francisco, 
Calif. 

Jarman, Roy L, Baltimore, Md, to 
WADC, Wright-Patterson AFB, O. 
Longmire, Robert A, Ft Bragg, NC, to Hq 

ACSC, AU, Maxwell AFB, Ala. 


HED 


Captain 
Roberts, William Marvin, jr, Offutt AFB, 
Nebr, to 7th ADiv, APO 125, NY, NY. 
Hoffman, Herbert A, Ent AFB, Colo, to 
7100th AB Gp, USAFE, APO 633, NY, NY. 
Ely, John T A, jr, MacDill AFB, Fla, to 
Castle AFB, Calif. 
Higdon, Robert T, Offutt AFB, Nebr, to 


3565th Stu Sq, ATRC, Jas Connally AFB, 
Tex. 

Gall, James F, Offutt AFB, Nebr, to Hq 5th 
ADiv, APO 117, NY, NY. 

Titorchook, Walter H, Offutt AFB, Nebr, to 
Hq 3d ADiv, APO 334, San Francisco, 
Calif. 

McGilpin, William A, jr, Baltimore, Md, to 
6607th AB Gp, Thule AB, NEAC. 


Estes, Charles E, jr, Marietta, Ga, to 3d 
Bom Wg, FEAF. 

Ringwald, Charles T, Oakland. Calif, to 
7485th Maint Gp, USAFE, APO 207, NY. 
Ist Lieutenant 
Peppers, Jerome G, jr, Offutt AFB, Nebr 


to 72d Strat Recon Wg, APO 845, NY. NY 
2d Lieutenant 

Fukuhara, Kenjo, McClellan AFB, Calif, to 

5th AF, APO 710, FEAF. 
Chief Warrant Officer 

Giegoldt, Charles H, Ent, AFB, Colo, to Hq 
USAF, Wash, DC. 

Bamburg, Hickman L, Offutt AFB, Nebr, to 
AMFE, CAMA, APO 10, NY, NY. 


Hiatt, Roy A, Offutt AFB, Nebr, to 5039th 
AB Gp, APO 942, Seattle, Wash. 

RETIRED— 

Gordon, Col. (Lt Col) James B, fr 2354th 


PERP Sq (Af Rtn), CONAC, Parks AFB, 
Calif, in gr of Lt Col, & advd to gr of Col. 
Marion, Lt Col Charles E, fr Hq 575th AD 
Gp, ADC, Selfridge AFB, Mich. 
Gibbs, Lt Col John B, fr 1080th Med Svc Sa, 
Hg Comd, USAF, Letterman AH, San Fran- 
cisco, Calif. 


Powell, Maj Ernest H, fr 2354th PERP Sq 
(AF Rtn), CONAC, Parks AFB, Calif. 
Bragaw, Maj Irene S, fr 3101st USAF Log 


Con Gp (Atl) AMC, Brooklyn POE, NY. 
Blanchard, 2@ Lt William P, fr 1080th Med 


Sve Sq, Ha Comd, USAF. Letterman AH, 
Calif. 

Stapleton. CWO Norton G, fr 3526th Fit Ln 
Maint Sa, ATC, William AFB, Ariz. 


Barry, James J. CWO fr 566th Opr Sq, ADC, 
Hamilton AFB, Calif. 

Stonebreaker, CWO Cloy D, fr 301st 
Maint Sq, SAC, Barksdale AFB, La 

Hyatt, CWO Allen B, fr 3275h USAFH, ATC, 


Fid 


Parks AFB, Calif. 
OFFICERS TEMP DISAB RET LIST— 
Hull, 1st Lt Marvin L, fr 3650th USAFH, 
ATC, Sampson AFB, NY 





| Griffard, 


Ryan, 1st Lt Ambrose J, fr 3750th USAFH, 
ATC, Sheppard AFB, Tex. 


OFFICERS 
RET LIST— 


REMOVED 


FR TEMP DISAB 


Jaconson, Maj James S 
Pullman, Capt Edward J 
Delamere, Capt Walter E 
Henderson, 2d Lt Harold V 


RESIGNED— 


Luckese,Capt (1st Lt) Robert T 


Cooper, 1st Lt Ralph 


PERMANENT PROMOTIONS— 
To Captain 
W/DR 17 Feb 55 


Rigsby, Cecil H 


Smith, Norman §$ 


W/DR 18 Feb 55 


Bernard, Duane R 

Consta, Arthur L, 

w/DR 19 Feb 55 

To 

Archibald, Erwin R, 

(MSC), w/DR 18 
Feb 55 


Moberly, Ralph H, jr 
Hament, Carrol, 
w/DR 20 Feb 55 


Ist Lieutenant 


Hoffman, Charles R, 
jr, w/DR 20 Feb 55 


TEMPORARY PROMOTIONS— 
To Major 
SO No 33 


Alexander, Glenn R 
Bugg, Raoul 

Casto, Lloyd L 
Croft, Charles R jr 
Hammond, Harold R 
Itschner, Gene A 


Mistrot, Ralph W 
Prince, William G 
Rankin, John M 
Rose, Frank L jr 
Thornton, James H 
Waddell, Joseph K jr 


SO No 34 


Alden, William A 
Allen, Wilfred H jr 
Amundson, Ray K 
Anderson, Bernard I 
Chauret, Colin J N 
Conway, Jack M 
Crispi, Harold L 
Crook, John M 
Cyzmoure, Robert N 
Dienst, William L 
Draper, Russell C 
Dyer, James T jr 
Fetherolf, M D jr 
Flaherty, Robert D 
Foote, Richard H 
Fultz, Kenneth H 
Goodin, John H 
Goodman, James E 
Graff, Warren E 
Harper, Flamm D 
Hazle, Robert J 
Hinkle, Howard L 
Kensler, Thomas C jr 
Kienlien, Rodney T 
King, Alfred N 
Lamison, Robert F 


Land, Carey J 
Lewis, Robert W 
Lind, Charles L 
Lindberg, Earl L 
Little, Rodger W 
Martin, Walter D 
Mikell, Emory A 
Neider, Joseph M jr 
Pearson, Carl R 
Phillips, Wendell 
Pica, Joseph C 
Plummer, Louis P 
Randall, Richard C 
Rathbun, Charles S 
Roberts, John W 
Robiczek, Paul 
Schroeder, Karl A 
Schwein, Robert G 
Smith, Wallace E 
Smith, William H jr 
Snowden, Dave O 
Steiner, Mahlon A 
Walker, Everett G 
Welch, Willard D 
Weldon, William C jr 
Wilson, Donald L 


Medical Service 
Daniels, Charles M Stefka, Charles J 
Roftis, Robert J 
Medical 


Alfred, Harry C 
Berger, Walter J 
Ferguson, Richard H 


McClain, Roland E 
Rudolph, Robert L 


SO No 35 


Bailey, Gayle 
Bernier, Norman W 
Biesiot, Robert M 
Biondi, Raffaele F 
Black, Elmer E jr 
30isvert, Richard P 
Brush, Donald J 
3urkhart, James M 
Robert M 
Griffith, Ray M 
Hall, Charles R 
Hamilton, Robert S 
Hart, Charles G 
Helton,.Osear U 
Hicks, John E 

Hink, Harry D 
Hogman, Charles L jr 
Holliday, Ben L 
Hudgens, Helton G 
Huff, Wesley E 
Koren, Fred J 
Krupitzer, William H 
Lioyd, Glenn H 
Mannen, Daniel J 
McGinnis, William R 
McChargue, M W jr 


Mercer, Charles C 
Burns, Robert M 
Carroll, Eugene E 
Crowder, Charlie E jr 
Cumming, John H 
Dodds, John E 

Eakes, Lindsey G 
Elrod, John H 
Morrison, Allan L 
Myers, Kirkwood C 
Neuberg, Gerald E 
Randoiph, Lewis F jr 
Reeves, James 

Rose, Franklin jr 
Sadek, Louis C 
Screws, Charles B 
Snodgrass, Bartley A 
Stedman, Robert S 
Sykes, Edmond P 
Thompson, George W 
Vanderveer, John D 
Walker, James A 
Wiese, Frank E 
Williams, Jay H 
Yates, Cale B jr 


SO No 36 
Andersen, David J Botkin. Henry A 
Anderson, Charles T Bowman, Aaron J 
Berry, John J Burket, Wallace A 


Bierbaum, Henry G 
Blanton, Clarence F 
Boggio, Reynolds 
Boline, Laurel E 


Burkhalter, W V 
Cracken, Louis W 
Cummings, S C 
Dalferes, George L J 


(Continued on Page 801) 
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T the Naval Gun Factory, Sunday 
afternoon last, goodbyes were said by 
fellow officers to the Deputy Chief of 
Naval Operations for Air, Admiral Ralph 
J. Ofstie, and Mrs. Ofstie, who are sail- 
ing 8 March for Europe, where he is to 
take over the command of the Sixth 
Fleet. They left Washington Tuesday for 
a week in New York before sailing. They 
were hosts to a large group of friends at 
the Bethesda Naval Medical Center be- 
fore their departure. 


Adm. & Mrs. Ryan Leave— 
Another farewell party was held at the 
Bethesda Commissioned Officers’ Mess 
Sunday for Admiral Daniel W. Ryan, As- 
sistant Chief of the Bureau of Medicine 
and Surgery for Dentistry, and Mrs. Ryan, 
who are moving on to San Francisco, 
where he will be the Navy Dental In- 
spector, West Coast and District Dental 
Officers of the Twelfth Naval District. 


AFOWC to Honor Mrs. Talbott— 

Mrs. Harold E. Talbott, wife of the 
Secretary of the Air Force, has accepted 
the position of 
Honorary Chair- 
man for a bene- 
fit fashion show, 
to be sponsored 
by the Air Force 


Officers’ Wives 
Club of Wash- 
ington. 

Mrs. Talbott’s 


leadership 
assures the suc- 
cess of the event, 
which will take 
place on Wednes- 
day, 9 March, at 
the Statler Ho- 
tel. The lunch- 
eon meeting will 
begin at 12:00, and spring fashions from 
one of Washington's leading stores will 
be featured. 





Mrs, Talbott 


Sen. Sparkman Addresses Wives— 

Senator John Sparkman’ (D-Ala.) 
spoke to a group of Industrial College of 
the Armed Forces wives at their lunch- 
eon 22 Feb. at Ft. McNair. The Senator’s 
subject was “Public Opinion, Pressure 
Groups and Politics.” 

After the address, the Senator made 
two election predictions. He said he 
thought President Eisenhower and Adlai 
Stevenson would be the presidential can- 
didates for 1956, and added that he would 
not be on the ticket as a vice presidential 
candidate. 

Arranged aound the large ballroom 
were six sherry tables, marked with large 
sectional maps of the United States and 
territories, where the ladies gathered 
with others from their home states. Mrs. 
G. G. Atkinson, president of the ICAF 
Club, escorted Senator Sparkman from 
table to table. 

Guests included Mrs. 


Wesley McL. 


Hague, wife of the commandant of the 
College, Mrs. George Huddleston, wife of 
the new Congressman from Alabama, and 





MISS JEANNE FLORENCE 
COOK, who will become the 
bride of Lt, Thomas Allan 
Stevenson, USA, in June, is 
the daughter of Col. Earle F. 
Ceok of Ft. Huachuca, 
Ariz., and Mrs. Montgomery 
Cook of New York City. 





Mrs. R. C. Kyser, Mrs. Urban Niblo and 
Mrs. F. E. Calhoun. 

Others were Mesdames Paul A. Wilbor, 
Bruce Vail, E. T. Steielman, William 
Twichell, H. Arnold Karo, John Keto, Em- 
mett Sheraton, R. E. Taylor, and L. B. 
Ocamb. 


Navy Doctors’ Wives Meet— 

The Navy Doctors’ Wives’ Club of 
Washington, D. C., will have its monthly 
luncheon meeting 10 March at 12:30 at 
the Commissioned Officers’ Mess, National 
Naval Medical Center, Bethesda, Md. 

A fashion show featuring a fine col- 
lection of Spring creations will be pre- 
sented by Claire Dratch of Bethesda. 

A special invitation has been extended 
to the members of the Navy Nurse Corps 
and to the members of the Medical Serv- 
ice Corps Wives’ Club. An attendance of 
between 200 and 250 is anticipated. 

Arrangements are under the chairman- 
ship of Mrs. Leslie O. Stone. 

Anyone eligible for membership in the 
Doctors’ Wives’ Club who has not been 
contacted may make reservations by call- 
ing Mrs. Robert L. Ware at JU 7-7557 


Chemical Corps Wives’ Club— 

The Chemical Corps Wives’ Club will 
hold their March luncheon on Tuesday, 
8 March, at the U. S. Naval Gun Factory 
Officers’ Club, at 12 o’clock noon. 

The highlight of the luncheon will be 
a talk by Mrs. Gearhart of one of Wash- 
ington’s leading stores, on table arrange- 
ments. 

The co-hostesses for the affair are Mrs. 
Robert A. Bergseth and Mrs. Arvie L. 
Wrang. 


Army Finance OWC to View 
Spring Fashions— 

The Army Finance Officers’ Wives 
Club is looking forward to its annual style 
show and luncheon, to be held on Thurs- 
day, 17 March, in the Magnolia Room of 
Hunting Towers, Alexandria. Club mem- 
bers will serve as models and will include 
Mesdames V. M. Buehler, A. V. Larkin, 


| J. C. Lackas, L. E. Hannah, W. E., Sievers, 


R. T. Kennedy and W. C. Thoma. 

Honor guests for the occasion will be 
Mrs. John H. Stokes, wife of the Com- 
manding General of the Military District 


| of Washington, and Mrs. Lauren L. Wil- 


liams, whose husband is the Comptroller 


| of the Army. 


MRS. PAUL MILLER, JR., 
daughter of Brig. Gen. and 
Mrs. N. D. Sillin of Offutt 
AFB, Nebr., was Miss Judy 
Louise Sillin, before her re- 


cent marriage to Lieutenant 
Miller 


Mrs. Bernard J. Tullington is general 
chairman for the affair. She will be as- 
sisted by Mrs. A. H. Miller, chairman of 
the decorations committee; Mrs. E, G. 
Brown and Mrs. E. W. Pace, in charge of 
door prizes; and Mrs. Harry W. Crandall, 
heading the reception committee. 

Reservations may be made by 
Mrs. Tullington at KE 6-8908. 


calling 


Elect Lt. Eichorn— 

Lt. Larry Eichorn, USAFR, has been 
elected the new president of the Officers’ 
Service Club, 1644 21 St., N.W., by its 
board of directors. He was an Air Force 
Pilot in World War II. 


During more than five years on the 





MISS PATRICIA ANN 
BEST, daughter of Lt. Col. 
George Harold Best, and the 
late Mrs. Best, who will be- 
come the bride of Lt. Wil- 
liam Henry Rathbun, USA. 








FT. McPHERSON, GA.— 
Typing teenagers are meet- 
ing every afternoon, at the 
Community Center toe 
learn the fundamentals of 
typing from their volun- 
teer instructor, Miss Bar- 
bara Fraser (standing), 
daughter of Col, and Mrs. 
F. G. Fraser. Among the 
dozen teenagers, seen here 
are four, left to right— 
Jon Graham, Mary Martin, 
Pat McIntyre and Genie 
Gray. 








club's board of directors he has served 
in various capacities including Chairman 
of the Auditing Committee, Treasurer, 
Vice President and member of the Execu- 
tive Committee. 

He succeeds 
USAR. 

Other officers elected were Cmdr. James 
Patton, USNR, Vice President; Cmdr. Jo- 
seph Scoggins, USNR, Secretary, and Col. 


Maj. William McIntosh, 


| Charles DeCamp, USAR, Treasurer. 





Urs. Mueller to Address DUSA— 

The Washington Chapter of the Daugh- 
ters of the U. S. Army will meet for 
luncheon, on Monday, 7 March, at the 
Army and Navy Town Club, at 12:30 
p.m. Following luncheon, Mrs. Paul J. 


Mueller will speak on the subject of her | 


‘| SERVICE FOLK 


recent trip to Europe. For reservations, 
call Mrs, Eric Purdon at HObart 2-8532. 
Army Daughters who are not members 
and would like to join, may call or write 
the membership chairman, Mrs. Thomas 
F. Spencer, for information, at 3827 In- 
gals Ave. Alexandria, Va., telephone 
KIng 8-1747. 


D.A.R. Chapter Meets 10 March— 
The Army Navy Chapter D.A.R. held 
its Annual Benefit Bridge Party at the 


D.C. D.A.R. Chapter House on 17 Feb. 
Door prizes were given and a “white ele- 
phant” table was featured. Mrs. John F. 
Shafroth was in charge of tickets and 
Mrs. John W. DuBose, Chapter Regent, 
welcomed members and guests. 

The next meeting of the Army Navy 
Chapter will be the National Defense 
Meeting on Thursday, 10 March at the 
Kennedy-Warren. Luncheon will be 
served at 1:00 o’clock and the guest 
speaker will be Mr. Francis J. McNa- 
mara, Dual] Director of American Sover- 
eignty Campaign and Executive Director 
of Un-American Activities Committee of 
Veterans of Foreign Wars. 

Mrs. Robert H. English is in charge of 
reservations for the event. 





MAJ. GEN. (USA-RET.) R. C. L. 
GRAHAM, former Commanding General 
of Ft. Lee, Va, and MRS. GRAHAM were 
visitors at Ft. Lee recently. ... A special 
event for MAJ GEN. and MRS. MARTIN 
E GRIFFIN of Fitzsimons AH, Denver, 
was their recently trip to San Francisco, 
to see their new grandson, James 
Michael, son of LT. and MRS. MARTIN 
E. GRIFFIN, JR... . 





household effects. 


officers and five Marine Corps officers. 





OK HOUSEHOLD GOODS REBATE 


Refunds for household goods shipments would go to approximately 700 
Service families if Congress passes legislation favorably reported by the 
Durham House Armed Services Subcommittee. 

The bill (HR 2121) covers only personnel in the grades of major (lieutenant 
commander) and above who shipped overseas prior to 10 July 1952 and who 
returned prior to 1 July 1953, bringing with them more than 9,000 pounds of 
household goods. Due to changes in weight limitations which went into effect 
after such personnel had been transferred to overseas stations, approximately 
700 families were required to pay partial costs for return shipment of their 


Included in the group are 500 Army officers, 50 Air Force officers, 130 Navy 


Present weight limitations were raised to 11,000 pounds last year by action 
of the House Appropriations Committee. 











OL. and Mrs. David W. Hiester, of 
Washington, D. C. and Highland 
Falls, N. Y., announce the engagement 
of their daughter, Miss Darrell Shirley 
Hiester, to Cadet Cecil Myron Minich, 
son of Mrs. Della Minich, of Santa Fe, 
N. M. and Mr. Cecil Minich of Flagstaff, 
Ariz. 

Miss Hiester is a student at Ladycliff 
College on-the-Hudson, N. Y. Cadet Min- 
ich is a member of the class of 1955 at 
the U.S. Military Academy. 

Colonel Hiester is on duty in the Office 
of the Chief of Ordnance as Chief of 
the Artillery Branch in the Research and 
Development Division. 

The wedding will take place in the 
Cadet Chapel at West Point following 
Cadet Minich’s graduation. 


HOWES-FRYE—Mr. and Mrs. Walter 
Crandell Scott of Snell Isle, St. Peters- 
burg, Fla., announce the engagement of 
their granddaughter, Miss Janette Cyn- 
thia Frye, to Lt. Hal William Howes, 
USAF, son of Col. and Mrs. Henry 
Streight Howes, also of Snell Isle. 

Miss Frye, a native of Chicago, III. is 


| a senior at the College of William and 


Mary, Williamsburg, Va., where she is 


| president of the Kappa Kappa Gamma 


' social sorority, 


and secretary of the 





| of Headquarters 





Service Weddings and Engagements 


Mortor Board, the National women’s 
honorary society. 

Lieutenant Howes attended Virginia 
Military Institute, and was graduated 
from the U. S. Military Academy in 1954 
where he commanded a company and 
was chairman of the Howitzer Board. He 
is now taking flight training at Green- 
ville AFB, Miss. 


An August wedding is planned. 


SABISTON-PATTERSON Capt. 
(USN) and Mrs. Alex McLeod Patterson 
Caribbean Command, 
Quarry Heights, C. Z., announce the en- 
gagement of their daughter, Peggy Mon- 
roe, to Maj. Thomas Joseph Sabiston, 
USA, son of Mrs. Fay Sabiston of Jack- 
sonville, Fla. 

Miss Patterson is a graduate of St. 
Agnes’ School, Alexandria, Va., and Hood 
College. Major Sabiston is an Army avia- 
tor in the Corps of Engineers. He is 
assigned to the Inter-American Geodetic 
survey, with headquarters in the Canal 
Zone. 

No date has been set for the wedding. 


KIMBLE-SHIPPY—Mr. and Mrs. Har- 
old E. Shippy announce the engage- 
ment of their daughter, Francillia Har- 

(Continued on Next Page) 

















MISS JANETTE CYNTHIA 
FRYE, whose engagement 
to Lt, Hal William Howes, 
USAF, son of Col, and Mrs. 
Henry Streight Howes, has 
recently been announced by 
her grandparents, Mr. and 
Mrs. Walter Crandell Scott. 


MISS DARRELL SHIRLEY 
HIESTER, daughter of Col. 
and Mrs, David W. Hiester 
of Washington, D. C., and 
Highland Falls, N. Y., will 
become the bride of Cadet 
Cecil Myron Minich, USMA 
"55, upon his graduation in 
June. 








MISS GRETCHEN WHITE, 
daughter of Col. and Mrs. 
Robert Curtis White of Ft. 
Riley Kans., whose engage- 
ment to Lt. Prescott Eaton, 
USA, has recently been an- 
nounced by her parents. 





Weddings and Engagements 
(Continued from Preceding Page) 
lean, to Lt. Gordon Jay Kimble, USA, son 
of Mr. and Mrs. Carson A. Kimble of 

Minneapolis, Minn. 

Miss Shippy attended Graceland Col- 
lege, Lamoni, Ia. Lieutenant Kimble is a 
graduate of the University of Minnesota, 
1954, and is stationed at Ft Riley, Kans. 


JOHNSON-FERRIS — Col. and Mrs. 
Carlisle I. Ferris of Scott AFB, IIl., an- 
nounce the engagement of their daugh- 
ter, Joanne, to Mr. George William John- 
son, son of Mr. and Mrs. George C. John- 
son of Jamestown, N. Dak. 

Miss Ferris attended Incarnate Word 
College, San Antonio, Tex., George Wash- 
ington University, Washington, D. C., and 
received her Bachelor of Arts and Master 
of Arts degrees from the University of 
Missouri. She is a member of Delta Tau 
Kappa English honorary and Pi Beta Phi 
social sorority. 

Mr. Johnson was graduated Cum 
Laude from Jamestown College, James- 
town, N. Dak., and received his Master 
of Arts degree in English from Columbia 
University. He is a member of Gamma 
Sigma honor society. 

Both Miss Ferris and her fiance are 
instructors in the English department at 
the University of Missouri. Their wed- 
ding will take place in June. 


EATON-WHITE—Col. and Mrs. Robert 
Curtis White, announced the engagement 
of their daughter, Gretchen, to Lt. Pres- 
cott Eaton, USA, at a reception at their 
quarters at Ft. Riley, Kans., celebrating 
Colonel White’s 50th birthday, on 20 Feb. 

Miss White is a student at Kansas 
State College. Lieutenant Eaton, the son 
of Mr. and Mrs. Mathew George Clark 
of Seattle, Wash., was graduated from 





FT. KNOX, KY.—Four Brownies from 
Troop 39 contribute to the Juliette Low 
World Friendship Fund. Shown are, left 
to right, Cindy Spurrier, Tommie Ash, 
Rachel Smith and Kittly Gayle Shields, 
daughters of Lt. Col. James Spurrier, Col. 
Hughes L. Ash, Lt. Col. Byron Smith and 
Capt. Gay Shields, respectively. 





the University of Washington in 1953. He 
is serving as Adjutant of the 35th Field 
Artillery Battalion of the 10th Infantry 
Division, and in the near future will 
attend the Artillery School, Ft. Sill, Okla. 
An early June wedding is planned. 


STEVENSON-COOK — Col. Earle F. 
Cook, Deputy Post Commander, Ft. Hua- 
chuca, Ariz., has announced the engage- 
ment of his daughter, Jeanne Florence 
Cook, to Lt. Thomas Allan Stevenson, 
USA. They plan to be married in Wash- 
ington, D. C., this June. 

The bride-to-be is a graduate of Puna- 
hou School, Honolulu, T. H., and the 
Marjorie Webster Junior College, Wash- 
ington, D. C. She is now associated with 
Friendship House in Washington. Her 
mother, Mrs. Montgomery Cook, is a resi- 
dent of New York City. 

Lieutenant Stevenson is the son of Mr. 
and Mrs. Charles A. Stevenson, Ft. 
Worth, Tex. He is a graduate of Arling- 
ton State College, Tex., and the Uni- 
versity of Texas. He is on duty at Ft. 
Monmouth, N. J. 


RATHBUN-BEST — Lt. Col. George 
Harold Best, Assistant Executive Officer, 
Ft. Monmouth, N. J., has announced the 
engagement of his daughter, Miss Pa- 
tricia Ann Best, to Lt. William Henry 
Rathbun, USA, son of Mr. and Mrs. 
Harold V. Rathbun of Great Bend, Kans. 

Miss Best is the daughter of the late 
Mrs. Irma Volkman Best. Her maternal 
grandfather, the late August C. Volkman, 
was one of the last wood engravers in 
this country, whose works are on perma- 
nent exhibit at the Smithsonian Insti- 
tute. She is also the granddaughter of 
Mr. and Mrs. George Z. Best of Fred- 
erick, Md. Miss Best will will graduate 
from the College of William and Mary 
at Williamsburg, Va., in February 1956, 
where she is a member of the Gamma 
Phi Beta sorority. 


Lieutenant Rathbun is a graduate of 
Kansas State College in electrical engi- 
neering. Prior to entering the Army, he 
was with the General Electric Company. 
He is now Executive Officer of a student 
company at the Southeastern Signal 
School, Camp Gordon, Ga. 

The wedding is planned for the 1955 
Christmas season, to take place at Ft 
Monmouth. 


MILLER-SILLIN — Miss Judy Louise 
Sillin, daughter of Brig. Gen. and Mrs. 
N. D. Sillin of Offutt AFB, Nebr., was 
married on 15 Feb. to Lt. Paul Miller, 
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jr., son of Mrs. Paul Miller, Sherman 
Oaks, Calif. 

Chaplain (Maj.) Roy M. Terry officiated 
at the afternoon ceremony in the Offutt 
Chapel. 

The bride wore a gown of white peau 
de soie over blush pink, designed with 
a full waltz-length skirt. A small, jeweled 
crown held her pink illusion veil, and 
she carried small white carnations with 
pink rosebuds. 

Mrs. Joseph C. Bolen of Detroit, Mich., 
was her sister’s matron of honor. Mr. 
Norman Delbert Sillin, jr., of Boston, 
Mass., brother of the bride, was best 
man. Ushers were Messrs. Larry Nell 
and Everett Bolen. 

Lieutenant and Mrs. Miller will live 
in Colorado Springs, Colo. 

Lieutenant Miller is a 1954 graduate 
of the U. S. Military Academy and Mrs. 
Miller was graduated in 1954 from 
Holton-Arms School, Washington, D. C., 
and attended Stephens College. 


WILSON-HETHERINGTON—A recent 
afternoon ceremony, uniting in marriage 
Miss Nan Hetherington and Lt. Curtis 
Talmadge Wilson, took place at the Post 
Chapel, Ft. Bliss, Tex., with Chaplain 
Loren T. Jenks officiating. The bride ‘s 
the daughter of Mrs. Jane S. Hethering- 
ton of Warren, Pa., and Mr. Lionel Heth- 
erington of Tallmadge, Ohio. The bride- 
groom is the son of Mrs. S. J. Wilson 
of Allendale, S. C. 

The bride wore a waltz-length gown of 
white organdy and tulle over satin, fash- 
ioned with a fitted bodice, its portrait 
neckline trimmed with Chantilly lace. 
and a full skirt of pleated tulle and lace. A 
pearl coronet held her elbow-length veil, 
and she carried a shower bouquet of 
feathered blue and yellow chrysanthe- 
mums with white camelias. 

Her matron of honor was Mrs. Richard 
Stewart of Ft. Worth, Tex., and her only 
other attendant was Mrs. Jack Rom- 
berger. Best man for Lieutenant Wilson 
was Lt. Richard N. Stoddard, and usher- 
ing were Capt. Peter Mallett and Lt. Don 
Anchor. 

Upon their return from a honeymoon 
in Mexico, Lieutenant Wilson and his 
bride will make their home at 908 Marlow 
St., El Paso, Tex. 


GARRED-LINEHAN — Col. Hallett D. 
Edson, Commanding Officer, 351st Infan- 
try Regiment, Camp Rucker, Ala., gave 
Miss Kathleen Linehan of Pittsburgh, 
Pa., in marriage, to Lt. Bernard L. 
Garred, in a ceremony performed by 
Chaplain John J. Sullivan, at the Catholic 
Chapel, Camp Rucker, on 12 Feb. 

Miss Peggy Linehan was her sister’s 
maid of honor, and 1st Lt. Perlee W. Tin- 
tary served as best man. Ushers were 
Capts. Richard F. Lauer, George Swilley, 
1st Lts. Robert J. Brown and Vincent I. 
Brosky. 

Lieutenant Garred and his bride will 
make their home at Ozark, Ala. 


PRIVETTE-WOOD—Miss Sara Phyllis 
Wood, daughter of Lt. Col. and Mrs. 
Donald D. Crawford of Ft. Belvoir, Va., 
was married on 12 Feb. to 2d Lt. Robert 
L. Privette of Ft. Bragg, N. C., at the 
Post Chapel, Ft. Belvoir. 

The bride was given in marriage by 
her father. She wore a gown of Chantilly 
lace over white satin, with a fingertip 
illusion veil fastened to a cap of pearls. 


SAVE on your hotel bill 
in NEW YORK 

At the 1200-room Henry Hud- 
son Hotel, Army, Navy and 
Air Force personnel are guar- 
anteed minimum rates of $4.50 
single and $8 double. All 
rooms with bath. Free use of 
swimming pool and other rec- 
reational facilities. Opposite 
New York Coliseum. 


Phony Fete 


HOTEL 


John Paul Stack, General Manager 
353 West 57th Street, New York 19 


























Army Navy Air Force Journal 799 


5 March 1955 


She carried a Prayer Book with a marker 
of white roses and lilies-of-the-valley. 
Miss Jeanne Cook of Washington, D. C., 
was her only attendant. 

Mrs. Privette was graduated from the 
Punahou School, Honolulu, T. H., and 
from the University of Alabama School 
of Nursing. Lieutenant Privette is a 
graduate of North Carolina State College. 





GALLOWAY-GREEN—Lt. Col. Neal C. 
Galloway and Miss Martha Green ex- 
changed marriage vows at the North 
Post Chapel, Ft. Hood, Tex., recently. 
the bride is the daughter of Mr. and Mrs. 
James E. Green of Louisville, Ky., and 
the bridegroom is the son of Mrs. Clarice 
L. Galloway of Tulsa, Okla. 


Given in marriage by her brother, 1st 
Lt. James L. Green, the bride’ wore a 
ballerina-length faille taffeta gown, and 
she carried a Prayer Book topped with 
a white orchid and red roses, showered 
with hyacinths. 


Mrs. J. E. Green, jr., sister-in-law of 
the bride, was matron of honor, and Mes- 
dames M. C. Field and Samuel Sullivan 
were bridesmaids, with Miss Lee A. 
Chavet serving as junior bridesmaid. Lt. 
Col. W. Allen Chavet was best man, and 
ushering were Capts. Samuel T. Sullivan, 
Henry Bruns and Ist Lt. N. C. Floyd. 

Colonel Galloway is a graduate of the 
University of Oklahoma, and his bride 
was graduated from the University of 
Louisville. Before taking command of 
the 94th Armored F. A. Bn., at Ft. Hood, 
Colonel Galloway served as Asst. CofS, 
G-3, for the U. S. Forces in Trieste. 


WILSON-BANFILL — Brig. Gen. 
(USAF-Ret.) and Mrs. Charles Y. Banfill 
have announced the marriage of their 
daughter, Capt. Margaret Marion Banfill, 
USAF, to Lt. Col. Campbell P. M. Wilson, 
USAF, on 22 Feb., at All Souls Memorial 
Church, Washington, D. C. 

The bride, who before her marriage, 
was stationed in Washington at USAF 
Headquarters, had served eleven years 
with the Air Force, at the time of her 
resignation last month. She is a graduate 
of Holy Cross Academy, Washington, and 
attended the University of Maryland. 

Colonel Wilson, who is stationed at 
Pinecastle AFB, Fla., was graduated from 
the University of Chicago and took his 
graduate work at the University of Cali- 
fornia, Los Angeles. 

Following a wedding trip to Mexico, 
Colonel and Mrs. Wilson will be at home 
at Orlando, the latter part of March. 
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CAMP KILMER, N. J.—Newly elected officers of the Women’s Club, following their 

recent election are (1 to r): Mesdames Clement R. O'Neil, vice-president; Boydell 

Hoffman, treasurer; Thomas R. Mitman, president; Gilbert C. Nester, secretary; 
and W. Samuel Dykeman, vice-secretary. 


Notes from Posts, Stations, and Bases 


S. F. Ord. Dist. Wives Active 


@ OAKLAND, CALIF. Wives of officers as- 
signed to the San Francisco Ordnance Dis- 


trict in Oakland, were entertained at a 
luncheon given on 15 Feb. by Mrs. Stark, 
whose husband, Col. John M. Stark, com- 


mands the West Coast procurement installa- 
tion. 

The wives, meeting monthly at alternate 
homes, play a prominent role in the organi- 
zation of fund-raising campaigns and social 
activities for District personnel and their 
husbands and wives. 

Members of the group contributed to the 
success of recent cake sales held at the Dis- 
trict’s headquarters in Oakland for obtain- 
ing additional funds for the 1955 March of 
Dimes campaign. 

A dinner-dance, having a ‘Valentine's 
Day"’ motif, was held on 14 February, under 
the officers’ wives sponsorship, at the 
Alameda Naval Air Station Officers’ Club. 

In attendance at the February luncheon 
meeting, at which initial plans for spring 
and summer functions were formulated, 
were: Mesdames Frank J. Burks, William 
W. Colebank, William O, Moon, William V. 
Niedrich, Thomas R. Rice, D. W. Seagrave, 
Marvin J. Bruedigam, William R. Graham, 
Anthony T. Wegenka, and Lacy R. Goolsby. 

Other members of the Officers’ Wives Club 
include: Mesdames Henry W. Beisheim, jr., 
Marion T. Johnson, Ransom D. Kenny, Al- 
fred A. Liebman, William S. Maxwell, and 
Cc. L. P. Medinnis. 


Mrs. Pollard Elected 


@ ERNEST HARMON AFB, NFLD. Stella 
Pollard, wife of M/Sgt. Dennis Pollard, First 
Set. of the Field Maint. Sq., was elected 
President of the Enlisted Men's Wives Club 
at an election held recently at the NCO Open 
Mess. 

Barbara O'Keeffe, succeeded Nan Denmark 
as Vice President, Clarice Forcier took over 
as corresponding secretary from Barbara 
O'Keeffe, Juanita Henbree succeeded Joyce 
Pates as Recording Secretary and Barbara 
Woodwrth assumed the duties of Treasurer 
from Stella Pollard, outgoing Treasurer. 

Ernest Harmon NCO Open Mess members 
met recently and elected five new members 
to their Board of Governors. 

The successful candidates were among a 
slate of 14 candidates, representing various 
units on the Base, who vied for voting posi- 
tions on the Board. 

New Board members are M/Sgts. E. Jonas, 
F. Fowler, P. LeFave, J. Wike, and T/Sgt. 
M. O'Niel. 

Members were elected to serve a term of 
one year. The next election to elect six mem- 
bers will take place in July of this vear. 


Dance to Raise Funds 


S FT. SILL, OKLA. A fashion show and 
formal dance in a Hawaiian setting will be 
presented for two nights, 18-19 March, by the 
Ft. Sill Officers’ Wives Club as their major 
fund-raising project for the year. 

Club members will model new styles from 
a local women's store in the fashion show, 
which will be directed by Mrs, Alfred Hicks 
and narrated by Maj. Sid Sterling, Mrs. Gor- 
don Cubbison is supervising the decorations, 
and during the evening members of the Army 
Brats Club, dressed in Hawaiian costume, 
will sell orchid corsages flown in from the 
islands. 

In addition to the fashion show, Lt. and 
Mrs. Fred Ottinger will entertain with a 
floor show before the dance, which will fea- 
ture music by the 89th Army Band. 

Mrs. Richard F. Frank is in charge of 


| 





reservations and Mrs. Charles Matheny is 
publicity chairman for the event, which is 
under the over-all supervision of Mrs. Frank 
L. Street. 

President of the organization, which spon- 
sors social and study programs throughout 
the vear. is Mrs. H. E. Liebe. 


Volunteers Are Capped 


B@ WRIGHT-PATTERSON AFB, O. A cap- 
ping service for some 33 Red Cross volun- 
teers was held here recently, Of this number, 
20 received diplomas and caps for the Gray 
Ladies Service, five for the Arts and Skills 
Service and eight for the Nurses Aide Service. 

Col. Herbert W. Coone, USAF, MC, Chief 
of Professional Services presented the wel- 
coming address, followed by Col. Paul L. Bar- 
ton, USAF, Base Commander, who gave the 
main address. 

Following the capping, refreshments were 
served by Mrs. Paul Barton and Mrs. Lind- 
say J. Ervin. 

Gray Ladies Service: Miss Alice Bailey, 
Miss Phyllis Callicoat, Miss Marlene Riegel, 
Miss Eleanor McFadden, Miss Ruth Nace, 


Miss Marcia Pruett, Miss Elvira Short, Miss 
Barbara Wilson, Mrs. Marie Melucas, Mrs. 
Nancy Joan Strauss, Mrs. Jo Rose, Mrs. 
Florence Davis, Mrs, Jackie Dietrich, Mrs. 
Evelyn McCampbell, Miss Karolyn Kyle, 


Miss Shirley Koogler, Miss Helen Heotis, 
Mrs. Clara Tharpe, Mrs, Ruth C. Lindquist, 
Mrs. Margaret R. Sutton. 

Arts and Skills: Mrs. Mary J. Higbee, Mrs. 
Jane Morrill, Mrs. Winifred Young, Mrs. 
Mary C. Davey, Mrs. Virginia Gorman. 

Nurses Aide Service: Mrs. Beatrice At- 
kins, Mrs. Marie Anne Dukes, Mrs. Betty V. 
Webb, Mrs. Betty McLaughlin, Mrs, Dorothy 
Brown, Mrs. Eva Yates, Mrs. Marland L. 
Beeman, Mrs. Katherine Orlow. 


Fiesta at Ft. Sam 
@ FT, SAM HOUSTON, TEX. Station Com- 
plement Officers’ ‘Wives’ Club enjoyed a gala 
Fiesta party at their regular March meeting. 
Reynolds Andricks, who has been active in 
Fiesta work for 15 years, was guest speaker. 
The program featured Fulton J. Short, a 
torero, who performed a dance depicting the 
bullfight. He was accompanied by Pfc Paul 
S. Martin. In addition, Los Conquistradores’ 
trio furnished the music during the cocktail 
and luncheon hour. 

Mrs. Thomas J. Sherlock, President, in- 
troduced the speaker and special guests, 
including Mrs. W. E. Shambora and Mrs. 
Edwin S. Wallace, Honorary President and 
President, respectively, of Brooke Army 
Medical Center Officers’ Club: Mrs. Richard 
Danek, President, Fourth Army Women’s 
Club; Mrs. W. 
Brigidier General Breckenridge and Mrs. S. 
T. Williams, wife of Major General Williams, 
Fourth Army Deputy Army Commander. 

Hostesses for the afternoon were Mes- 
dames Hawthorne Davis, Chairman; T. J. 
Sherlock, C. J. Crumm, L. T. Chacquette, J. 
W. Kinsman, J. B. McFarland, J. D. Sul- 
livan and E. Merback. : 

Mrs. Ralph W. Woffard, Program Chair- 
man, was in charge of arrangements. 


Election at Bad Nauheim 


@ BAD NAUHEIM, GERMANY. The offi- 
cers’ and Civilians’ Wives Club of the Bad 
Nauheim area held its annual election of 
officers, at its February luncheon meeting. 
The following slate composes the new staff: 
Mesdames Stephen Day, president: Samuel 
A. Bowman, vice-president: Charles W. Ben- 
n tt, treasurer: and Robert McClay, sec- 
T arv 











M. Breckenridge, wife of | 


Fill Key Spots at Benning 
8 FT. BENNING. GA. Three assignments 
to key positions in the School Brigade here 
have been announced. 

Col. Earl ™. Klinck, USA, has been named 
brigade commander, Col. John M. Lynch, 
USA, executive officer, and Lt. Col. Charles 
Wright, USA, commander of the brigade's 
Second Student Battalion. 

Colonel Klinck succeeds Col. Donald Wash- 
ington, USA, ordered to the Far East. Colo- 
nel Lynch, formerly the Infantry School's 
operations officer, replaces Col. Jefferson R. 
Cronk, USA, who also has received orders for 
an overseas assignment. Colonel Wright 
takes over the job formerly held by Lt, Col. 
William M. Boyce, USA, who is now a stu- 
dent in the airborne course. Colonel Wright 
is former chairman of the Weapons Depart- 
ment’s Small Arms Committee. 


Nancy NCO Wives Entertain 
@ NANCY, FRANCE. The NCO Wives Club 
of the Ordnance Depot here recently honored 
wives of three Advance Section installation 
commanders. 

Mrs. Victor Rene, president of the club, 
welcomed honor guests, Mrs. Robert E. 
Peters, Nancy: Mrs. Jay Abercrombie, Toul: 
and Mrs. G. G. Rhodes, Luxembourg Caserne. 

The tea was held in conjunction with the 
Com Z Day observance, the anniversary of 
the founding of the Communications Zone. 


Navy Wives Hear Mrs. Miles 
@ FT. AMADOR, C. Z. The wife of Pana- 
ma’s President, Mrs. Ricardo Arias, was 
guest of honor at a recent special meeting 
and luncheon of the Navy Officers Wives’ 
Club heid at the Army-Navy Club. 

Attending the affair were the wives of 
high Panamanian Government officials, the 
Diplomatic Corps in Panama and the Canal 
Zone Government, as well as members of the 
Army and Air Force Wives’ Clubs in the 
Canal Zone. Highlights of the luncheon was 
an interesting and informative talk by Mrs. 
M. E. Miles, wife of Rear Admiral Miles, 
Commandant, 15th Naval District, on some 
of the most famous and out-of-the-way places 
she has visited. 

Mrs, Miles was introduced by Navy Officers 
Wives’ Club President, Mrs. Harry Ramson, 
wife of Commander Ranson, Commanding 
Officer of the Military Sea Transport Service 
Caribbean. Mrs. Carmen Espinosa de Arias, 
mother of the President's wife, also attended 
the luncheon. In all, 
tendance. 

Among the many other distinguished guests 





HE Marine Officers’ Wives’ Club of 

Washington, D. C., in place of its 
monthly luncheon, held a dinner-dance 
18 Feb. at the Army-Navy Country Club. 

Ranking guests at the colorful affair 
were the Commandant of the Marine 
Corps and Mrs. Lemuel C. Shepherd, jr. 
Seated at the head table with General and 
Mrs. Shepherd were the Assistant Com- 
mandant and Mrs. Randolph McCall 
Pate, Maj. Gen. and Mrs. Thomas A. 
Wornham, and Maj. Gen. and Mrs. Ray- 
mond A. Anderson. Mrs. Wornham is 
president of the Wives’ Club and Mrs. 
Anderson was chairman of the hostess 
committee for the party. 
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over 300 were in at- | 


were: Mrs. Harrison, wife of Lt. Gen. Wm. 
K. Harrison, jr., Commander in Chief, Carib- 
bean Command; Mrs. Wm K. Harrison, sr., 
mother of General Harrison; Mrs. McGarr, 
wife of Maj. Gen. McGarr, Commanding Gen- 
eral, U. S. Army, Caribbean; Mrs. Hood, 
wife of Maj. Gen. Hood, Commender, Carib- 
bean Air Command; Mrs. Costello, wife of 
Brig. Gen. Costello, Chief of Staff, Headquar- 
ters Caribbean Command; Mrs. Laidlaw, wife 
of Brig. Gen. Laidlaw, Chief of Staff, Head- 
quarters, U. S. Army Caribbean; Contessa 
de Rabago, wife of Spain’s Ambassador to 
Panama; Mrs. Wm. A. Thorn, wife of Cap- 
tain Thorn, Commanding Officer, Coco Solo 
Naval Station; Mrs. Wm. D. Tucker, wife 
of Captain Tucker, Commanding Officer, 
Rodman Naval Station; and Mrs. Chas. Craw- 
ford, President, Inter-American Women’s 
Club. 


Honor ARDC Officers 
@ BALTIMORE, MD. Capt. Carroll W. Cul- 
pepper, USAF, was awarded the Bronze Star 
Medal with First Oak Leaf Cluster by Lt. 
Gen, Thomas S. Power, USAF, Commander 
of the Air Research and Development Com- 
mand, during ceremonies held here recently. 

In the same ceremony, General Power pre- 
sented the Korean medal, Military Merit UL- 
CHI, to Lt. Col. Robert A. Trennert, USAF, 
now Chief of ARDC’s Air Force Develop- 
ment Field Office in Los Angeles. 

Captain Culpepper, who is Assistant Chief 
of the Rated Manning Section, of the Direc- 
torate of Personnel in ARDC headquarters, 
was awarded the Medal for ‘‘exemplary con- 
duct in ground combat against the armed en- 
emy . * in the Pacific during November, 
1944. 

Captain Culpepper, his wife Sara Ann, their 
children, Jane Lynn, Shirley Ann, and John 
Carroll, live at 906 Dorking Rd,, Glen Burnie, 
Md. 

Colonel Trennert, who lives with his fam- 
ily in Bell, Calif., was Commander of an Air 
Base Unit in Korea, where he and his men 
installed facilities for necessary Air Force 
operations as soon as landing strips were 
secured by UN ground forces. 


CORRECTION 

Due to a typographical error, in THE 
of 26 Feb., Miss Dacia Mae 
Elizabeth Custer’s name, and that of her 
father, Lt. Col. Charles A. Custer, ap- 
peared incorrectly as Custis. Miss Custer’s 
photograph was published upon her elec- 
tion as Queen of the Army and Air Force 
ROTC Military Ball, held at New Mexico 
A&M College last week. 


Also at the head table were club offi- 
cers and their escorts including Col. and 
Mrs. James C. Murray, Col. and Mrs. 
Richard Rothwell, Lt. Col. and Mrs. Wil- 
lard C. Lemke, and Lt. Col. and Mrs. Jas. 
C. Short. 

Wives of officers of the Supply Depart- 
ment served on the hostess committee 
which Mrs. Anderson headed. Acting as 
assistant chairmen were Mrs. Chester R. 
Allen, Mrs. Samuel K. Bird, and Mrs. 
Harold D. Hansen. 


Mrs. Victor H. Krulak was in charge 
arrange- 


of reservations and overall 


ments. 





DENVER, COLO. — The 
Air Force Finance Center 
Officers’ Wives Club com- 
mittee members are pic- 
tured with their newly- 
elected president, Mrs. 
Harold E. Russell (front). 
In the back row (1 te r) 
are: James A. 
Milton, welfare chairman; 
J. D. Murfield, publicity 
chairman; W. J. Middle- 
ten, activities and enter- 
tainment chairman; and 
S. S. Fulcher, hospitality 
chairman. In the middle 
row (1 to r) are Mesdames 
H, J. McAuley; W. E. 
Cohagan; F. H. Sitler; L. 
B. Klos; D. L. Clinely; 
and J. H. Webb. 


Mesdames 
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USAF Orders 


(Continued from Page 797) 


Doom, Richard C 
Eggleston, A C 
Eklund, Robert G 
Francus, Charles 
Fritzen, Henry D 
Gardner, Alfred J 
Gardner, Robert D 
Garrett, John S 
Goodhart, Jack U 
Gorby, William A 
Gray, James L 
Greek, Elmer L 
Hagins, ae H jr 
Harris, James 
Harris, Roy E jr 
Haskins, William A 
Hornbuckle, Carl G 
Jackson, John W 
Jenkinson, Frank F 
Johnson, Robert M 
Jones, Francis L 
Kendziora, F C 
Kinkead, Joseph C 
Ellis, George V 
Farnsworth, Al W 
Fenley, Ralf A 
Kusy, Willis R 
Latshaw, Robert T J 
Lilly, Bobby J 
Long, William A 
Mabrey, Thomas F 
Matthews, Charles L 
Mattingly, John R 
McCann, John P 


McIntosh, Fred 
McNab, Levie J 
McQuillen, Norman 
Miller, Max R 
Miller, Robert P 
Monasee, Charles A 
Moore, Winston E 
O'Grady, Joe M 
O'Neil, John H 
Palmer, Wiliiam J 
Kirschenbaum, Jack 
Knight, Harold D 
Kuhlmann, Duane A 
Parrish, Leslie E 
Patrick, James T 
Patterson, Charles L 
Paynter, John G 
Pedrick, John D 
Potthoff, John P 
Pruitt, Victor C 
Regan, Bernard J 
Sandmeier, Warren M 
Sayre, Leo V 

Short, Vere 
Spangler, Lloyd R 
Teel, Marvin F 
Thomas, Lyle S 
Thornton, Lee R 
Truslow, Henry C jr 
Tucker, Eugene I 
Vaughn, Kenneth L 
Whicker, Willard J 
Williams, Nathan W 


SO No 37 


Abbott, John R 
Appel, Kenneth J 
Blaine, Jay M jr 
Brennan, Herbert O 
Brown, E Y jr 
Deyo, James E 
Demont, John V 
Gilhousen, Klein C 
Hedge, George E 
Hodges, Samuel L 
Klagge, Harold E 
Kuykendall, F M 
Lucadello, Robert G 
Mann, Lyle E 
Palmer, John S 
Pickavance, W W 
Sheldon, Wilford H 
Smith, John R 
Trapold, A C III 
Vernooy, Russell A 
Whiteside, John J 
Wilson, Forrest W 
Bailey, Jack L 
Barlow, Fred T 
Braun, Richard H 
Brown, Bill 
Carter, Arthur D 
Conroy, James A 
Eddy, Egbert B 
Ericksen, Arthur J 
Fette, Herbert F 


Fry, Kenneth L 
Gray, Cari M 

Gray, Herbert K 
Green, Frank B 
Hale, Verne D 
Harper. Gilber S jr 
Haynes, Joseph V 
Higdon, Sherman R 
Hindsley, John A 
Hughes, Arthur L 
Ingham, Jack H 
Justice, Edmund § 
Kaiser, Donald L 
Karol, Joseph 
Lewis, James C 
Mims, Hayden P 
Mulcahy, William J 
Pattillo, Charles C 
Pattillo, Cuthbert 
Schick, William C 
Schiess, Francis C 
Schreiner, Joseph B 
Schwellenbach, C B 
Sherwood, Robert M 
Sielbeck, Lloyd W 
St. Clair, Eugene C 
Thompson, Robert C 
Trabb, Ralph 
Tucker, Riggs M 
Upright, George P 
Wilkinson, Stanley jr 


Fouquette, Richard H Williams, V E jr 
Medical 
Adams, Robert H Staples, Pelha P 


Dewey, Walter W 
Spiro, Franklyn C 
Donnell, Alonz M jr 
Schwarting, Bland H 


Weed, Allen S 
Ferris, C C jr 
Hartmann, Ernest R 
Scripter, Lyman J 


Dental 


Roy, Edward W 
Schwatka, C T jr 
Smith, Richard A 


Bowman, Robert G 
Davis, Edward E 


Medical Service 


Carney, Pierce F 


Whitt, Orbin R 


To Captain 
SO No 33 


Abbott, Richard L 
Andreason, Allan K 
Atwood, Lynn E 
Babb, Marshall F 
Beasley, Ewell M 
Behnke, Paul J 
Bigelow, Arthur L 
Bobbitt, William M 
Booth, Robert J 
Boyle, Brian J 
Brass, Edward E 
Busby, Earl E 
Bye, DeWitt C 
Cathey, Forrest F 
Church, Harold C 
Cleek, John jr 
Clontz, Charles B 
Colburn, Lewis J 
Coox, George F 
Crisp, Dewey A 
Crouch, Solon R 
Cullen, Joseph F 
Currie, Alastair 
DeBarge, Renold L 
Dellahunt, Ray K 
Dickerson, Lewis H 
Erhardt, Adam G 
Erwin, Henry E jr 
Etheridge, Travis R 
Falbe, Edward 
Falkner, Ralph M 
Ferguson, Bruce R K 
Fortune, Vincent J 
Fosdick, James C jr 
Fowler, Creston J 


Gibson, Clarence V 
Graeb, Kenneth A 
Greite, Robert C 
Harmon, Ruby M 
Harris, Arthur H 
Hassard, Robert C 
Henson, Lenore 
Hill, Edgar H 
Hogue, Truel A 
Holland, Henry T 
Howard, Jack P 
Johnson, Francis E 
Johnston, BH jr 
Jolly, George E 
Kowals, John A 
Kroll, Darrell R 
Lindenmuth, Leslie L 
Liner, Thomas W 
Lingle, Harvey C 
Livingston, Walter R 
Locke, Jesse C jr 
Logan, Julian E 
MacDonald, Robert 
Mardis, James A 
Martin, William J jr 
McAllister, W W 
McConnell, John S 
McCormick, C F 
McMullen, Harry D jr 
Migun, Peter 
Murray, Bryant A jr 
Niemiec, Rudolph P 
Oday, John E jr 
Page, Charles R 
Pauley, Homer D 











Pearsall, Thomas & 
Perdue, John L 
Phillips, Harry B 
Pongrace, Donald D 
Reaves, William J 
Reed, Roland 

Rees, James A jr 
Riley, Charles A 
Ritchie, Robert C 
Ross, Jackson L 
Russell, Clarence J 
Russell, W D jr 
Safford, Robert R 
Saunders, Percy L 
Savage, Frederic E 
Schafer, Gordon R 
Schumann, Richard P 
Smart, Margaret 
Sooy, John B 
Squier, Clayton K 


Starnes, Albert 
Stewart, Jimmie J 
Stoecker, John G jr 
Talbott, William L jr 
Theisen, Robert F 
Thompson, Ralph H 
Thrift, W C jr 
Toner, Daniel J 
Toth, John A 
Trant, Collie D 
Trate, Martha A 
Trimble, Garland E 
Tupper, Willis C 
Twombly, Donald J 
White, Ellen J 
Wiley, Daniel R 
Willis, Rupert B 
Woods, Albert D 
Woods, John P 


Nurse 


Livingston,, Marci L 
Schneider, Ruth F 


Williams, Annie V 


80 No 34 


Adams, Glenn D 
Allen, Robert F 
Anderson, R E jr 
Antrobus, Lyle D 
Ashworth, William D 
Barrios, Ignacio J 
Bartley, John M 
Bennett, Chester E jr 
Beyer, Frank E jr 
Bonswor, Rasph E 
Bowden, Hugh S 
Bowley, Carl A 
Bratton, Carl E 
Brown, Jack E 
Brune, Curtis M 
Buckley, Edward C 
Byrd, Cecil L 
Carlisle, Wilson A 
Carney, John W 
Chapman, Hugh 
Clark, Stanley R 
Correll, Paul P 
Craig, Charles R 
Dunn, Charles V 
Dunning, Wallace W 
Ehrler, Richard S 
Ervin, Leon S 
Everton, Myron M 
Faulkner, Luther F 
Ferguson, Scotty O 
Figel, Gene M 
Forrer, Carol G 
Frazier, Wallace N 
Gallagher, James D 
Gallagher, John Me 
Geiger, Floyd J 
Gerrish, James T 
Gillespie, Robert W 
Gillmour, Louis B jr 
Glenn, Donald T 
Goode, Raymond T 
Grant, Laurel L 
Gray, Lloyd D 
Green, Billy J 
Hancock, Kenneth J 
Hannold, Frank C 
Harris, Herschel D 
Harris, Merlin M 
Houlahan, Robert F 
Howell, Walter F 
Huettner, Adolph H 
Ingram, Richard L 
Jameson, Howard M 
Jewell, Felix H jr 
Johnson, Walter E 
Jones, Alvan C jr 
Jordan, James D jr 


D 


| Kinser, Donald C 


Landers, Robert L 
Lane, Charles A jr 


Lane, James C 
Lawrence, Raymond I 
Lawry, Raymond G 
MacInnis, Jaime H 
Mauck, Robert C | 
McCluskey, William C 
McColman, John D 
McCune, John E 
Mixon, Charles D 
Molzer, Victor J 
Moore, Norman W 
Mynhier, Meredith H 
Newberger, H F 
Njust, Manford C 
Northey, C E jr 
Ochs, Robert C 
Oles, Francis J 
Olson, Robert A 
Painter, Earl E 
Pierce, Thomas E 
Plumeau, K K jr 
Poss, Rubin V 
Powers, John K 
Quinlivan, W B jr 
Raatz, Robert E 
Rieck, Robert H 
Ruzic, James V 
Sackman, John H 
Scott, Robert S jr 
Seitzberg, Robert C 
Sexton, Norman G 
Shannon, Charles E 
Shaw, Kenneth W 
Sibrel, John R 
Sklar, Victor E 
Sneed, Lester M jr 
Snell, Forrest C 
Stoffer, Robert L 
Sturgeon, Raymond D 
Taylor, Jason G 
Temple, Richard R 
Theis, George I 
Thompson, Robert F 
Todaro, Andrew 
VanPatten, James G 
Vowles, Don R 
Wallace, Dosey C 
Welling, Vern L 
Wells, Wayne L 
Werner, Harold B 
Weyrich, Frank A 
Wheeler, Charles L 
Wilhelm, Harold T 
Willerford, Robert D 
Williams, B R jr 
Willis, Vincent C 
Woske, Donald G 
Yahn, Sidney M 
Yandell, Robert B 


Chaplain 


Sullivan, James R 


Nurse 


Shields, Dorothy L 
Wells, Sarah P 


White, Mary E 


SO No 35 


Abernathy, Darrel L 


Ameen, David A 


Armstrong, W T jr 
Auble, Marion D 
Babbe, Robert H 
Barwick, DeWitt H 
Bellohusen, C W 
Besso, Joseph A 
Bischofs, Hans 
Blake, T B jr 
Blessley, Elizabeth 
Broyles, Bernard W 
Bush, Richard W 
Butler, Richard M 
Cain, Robert W 
Calhoun, Joseph W 
Carpenter, Ray O 
Caulfield, William A 
Cole, Raymond E 
Copenhaver, Harold L 
Coupland, R C jr 
Coy. Edwin A 
Crichton, Theodore P 
Daley, John F jr 
Davis, Bennie L 
Dixon, Brewer jr 
Dowd, Barney L jr 
Duncan, George W jr 
Eichelkraut, Alto A 
Emerling, Edwin G 





Erkes, George E 
Eskew, Curtis L 
Falkenstein, D L 
Fishbein, Seymour 
Freeman, Roger M jr 
Gambrill, Jean W 
Geddis, Robert H 
Gordon, Dale C 
Gould, Warren L 
Gray, Clyde W 
Gray, Gordon M 
Groening, Samuel A 
Guss, George O 
Halgren, Kenneth W 
Hall, Harry S 
Halpern, Earl 
Harrell, Richard D 
Harris, Robert W 
Hester, Walter F jr 
Hobson, John J 
Horner, Robert A 
Hosack, Ted A 
Hovermale, Kennet W 
Jewell, Donald M 
Johnson, F W 
Jones, Robert M 
Keiser, Kenneth J 
Kincl, Jerry J 

King, Charles H jr 
Koch, Robert F 





| Gunter, 


Lawson, Buryl H 


| Lewis, Alfred J 


Loye, John F jr 
Luckese, Robert T 
Marsh, Carlton T 
Martin, Bradford R 
McCarroll, Walter G 
McClure, Charles H 
McKenzie, R K jr 
Miller, Ray C 
Morris, Randolph S 
Motok, Eugene 
Nelson, Robert L 
Nolen, Harry C 
Oglesby, John R jr 
Payne, Talmage T 
Pfeiffer, Albert B jr 
Posa, Eugene E 
Putnam, Charles E jr 
Quinzani, AA 
Raymond, Richard L 
Reid, John E 
Rhoads, John M 
Rigling, John C 
Riker, George M 
Rogers, Claude W 
Rollins, Wells P 
Romanick, Charles 


Chapiain 


Rohrer, Clason L 


Nurse 


Bremer, Dorothy A 
Fritts, Doris J 


SO No 36 


Allbaugh, Charles E 
Anastos, Ramon P 
Anderson, Thomas A 
Arsenault, Noel A 
Arvidson, Carl H 
Atkinson, James W 
Austin, Coy L 

Baker, Herman L jr 
Baker, John A jr 
Baugh, William J 
Beal, Frank § III 
Bean, Thomas R 
Beech, Harold W 
Bentley, George N 
Bixby, Kenneth E jr 
Boro, William B 
Boyd, Roger E 
Brice, Edgar C 
Brink, Dale W 

Brink, Hubert M 
Brubeck, Donald P 
Buck, Guy P 
Burgess, Scott C 
Burns, Robert 
Byron, Milton M 
Cameron, Robert M 
Carr, William B 
Christy, Charles R 
Clapsaddie, Charles H 
Cloar, Clyde R 
Conly, Calven C 
Cowie, Charles S 
Davis, Norman P 
DeHosse, Harry V 
Desilet, Alvin L 
Dunham, John R 
Durham, Samuel C 
Dyer, Leslie R jr 
Erickson, Harold F 
Evans, Norman D 
Falls, Harry jr 
Fladness, Earl F 
Freudenthal, T H 
Gallagher, NA 
Gehle, Richard L 
Gilliam, John R 
Glenn, Arthur J 
Richard R 
Hammond, Charles W 
Haner, Byron E 
Hawes, William A jr 
Heermans, W H III 
Hey, Hubert C 
Howard, Charles T 
Howard, Elmer E 
Hughes, Richard J 
Johnson, Roy E 
Karstetter, Wayne H 
Kaseman, Ralph D jr 
Kennely, John W 
Kinner, Albert V 


Rosenkranz, J J sr 
Rowe, Robert E 
Rupnow, Dale P 
Sanders, Thomas A 
Schwoob, William H 
Sehnert, Marvin E 
Shlefstein, Howard M 
Stromberg, Warren C 
Struchen, John G 
Sweet, Sheryl L 
Taylor, George W 
Taylor, James jr 
Thompson, Harold T 
Thorn, Robert H jr | 
Trauner, Saul 
Vanderbilt, Alfred L 
Varise, Anthony F 
Voorhies, Franklin J 
Walz, Marjorie C 
Weedlun, Russell D 
Weeks, Louis E 
Wihs, Louis J ji 
Wendt, Harold J 
Weniger, Andrew L 
Wood, Richard R 
Yannello, Joseph A 
Young, Frank L 





David, Ella M 
Thacker, Ruby L 


Kozik, Eugene 
Kragie, Robert E 
Long, William H 
Lorenz, J Edward 
Magee, Lawton W 
Mahon, Lester L 
Manci, Orlando J jr 
Manning, Harold W 
Mauk, Orval E 

May, Gayle L 
McAtee, Harvey R 
McGlinchey, E W 
Mihina, Matthew jr 
Miller, Murray R jr 
Newell, Raymond V 
Newton, Richard Y jr 
Norby, John A 
O'Brien, Thomas F 
Ornett, Ernest G 
Palmerton, E R 
Parker, James R 
Patton, Norman P 
Peck, Earl G 
Pennington, Bob M 
Peterson, Richard 
Power, John R 
Ragen, Arthur S 
Randolph, Ward S 
Ritchie, John 
Roberts, Roy A 
Robinson, Robert G 
Rogers, Merrill A 
Rounds, Lloyd L 
Sacone, Francis J 
Salley, Paul D 
Sampson, James R 
Scott, Jesse H jr 
Sexton, Jack G 
Sims, Willard T 
Skalberg, Kenneth L 
Smith, Grant E 
Smith, Robert G 
Sondrol, Robert O 
Speaker, Edwin E 
Stephenson, CN 
Stoneking, Carl L 
Strader, George R 
Sulham, Joseph E 
Talley, Franklin G 
Taverna, Raymond S 
Tinsley, Herman E 
Tobey, Richard N 
Van Zandt, Billy J 
Violett, Richard E 
Walecka, Norbert J 
Watkins, William H 
White, Adam C 
White, George S 
Wood, Archie L 
York, Joe D 
Youngquist, Ronald E 





Medical Service 


Hersey, David F 


Chaplain 


Allman, John H 


Rowland, Wayne E 


Nurse 


Alena, Virginia M 
Garrison, Dorothy B 


Schafer, Regina M 


Women’s Medical Specialist 


Potter, Olive J 
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Aton, Bert B 
Avery, Bobby R 
Banner, John L jr 
Baugh, Henry C jr 
Bennett, Frank E 
Bloss, Stuart M 
Bond, Robert W jr 
Branham, Merdith G 
Braybrooke, C 
Brown, Ronald L 
Buben, Joseph 
Burkhart, Robert E 


| Clarke, Charles E 


Coffin, Monty D 
Cooper, James N 


Coy, Donald E 
Crawford, James G jr 
Cronin, James 
Crouch, William L 
Davidson, Edward C 
Detwiler, Ralph L 
Divall, Robert H 
Drackley, Thomas G 
Draheim, Gordon L 
Emmert, Edward F 
Evans, Richard W 
Fiebig, Robert E 
Flint, Walter H 
Forrest, Frank R 
Foss, Elmer L 
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Gardner, Edwin R jr 
Gordon, Henry C 
Green, Lawrence E 
Haase, Warner J 
Hale, Roy E jr 
Hammett, Floyd E 
Hamrick, Charles E 
Handschy, Glen G 
Harris, Julius L 
Herman, Lawrence 
Herrera, Freda M 
Hicks, Margaret J 
Hirsch, Charles O 
Howard, William H 
Hoyt, Marlin K 
Hungerford, W N 
Inghram, Jean P 
January, Dellman 
Jensen, Milton J 
Jones, Millicent P 
Joyner, Joseph M jr 
Keyes, Arthur L 
Kinsala, Raleigh E 
Klemak, Russell A 
Komodowski, Henry 
Lacombe, Benedict A 
Laningham, Billy B 
Libby, Francis N 
Lyon, Armstrong 
Magee, John A jr 
Mandell, Morton 
Marusich, Joseph W 
Mathews, James W 
Matlock, Wallace L jr 
Maultsby, Charles W 
Mayes, Herbert F 
McKenna, John J 
McMullen, Malcolm 
Mergo, Dennis M 
Merritt, Clements B 
Michie, George D 
Miller, Woodrow §S 
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Mitchell, William J 
Moser, Theodore R 
Moxley, Frank H jr 
Murphy, George J 
Myers, Samuel A 
Nelson, Richard W 
Noecker, Donald J 
O’Brien, John A 
Page, Stanley L 
Palmer, Howard M 
Pardo, Peter R 
Pennekamp, J D jr 
Phelps, Charles E 
Phillips, Thomas J 
Porter, Curtis J 
Pringle, Andrew jr 
Pronier, Guy 
Purser, Henry W 
Pyle, Victor H 
Reidy, Edward J 
Reinsmith, John A jr 
Ritchey, William R 
Schaumburg, F W jr 
Schenck, Edward L 
Schons, Kenneth H 
Scott, Winfield W jr 
Sieg, John S 
Skerritt, Theodore 
Smith, Robert E 
Springer, Leonida K 
Stacey, John E 
Standish, L M 
Taylor, Thomas G 
Thede, Donald L 
Therkelsen, Lynn S 
Voynitch, A jr 
Wasmund, Lee R 
West, Howard M 
White, John K 
Woodson, Richard C 
Zinkgraf, Clarence W 





Chaplain 


Johnson, Harry W 
Nelson, Elmore P 


Williams, James L 
Zito, Joseph R 


Nurse 


Atkins, Barbara W 
Garbett, Rosemary 
McHugh, Dorohy E 


Petts, Clara 
Richardson, Jean H 
Rogers, Herminia D 


REG AF PROMOTIONS CONFIRMED— 
To Major 


Furbee, Charles E 


Williams, Daniel B 


To Captain 


Cotellesse, Peter 
Olivera-Barroso, M 
Pendergraft, W L 
Slover, Julius E 


Smith, Richard W 
Thorn, James R 
Swimmer, A H (MSC) 
Whitt, O R (MSC) 


To Ist Lieutenant 


Gustafson, George A 


Little, R L (MSC) 


HONORABLY DISCHARGED— 


Houck, Avn Cadet 
William J 


SEPARATIONS— 
Drury, Maj Thomas J 


CHANGE OF NAME— 
Gertrude G 


Luetcke, Capt 
Waters. 

Johnson, 
Garton. 


Kammen, Capt Saul A 


to Gertrude G 


Ist Lt Mildred D to Mildred D J 


Cunningham, 2nd Lt Jacqueline J to Jacque 


line J Sorensen. 


Hammond, 2nd Lt Mary F to Mary F Bren- 


nan, 


Nelson, 2nd Lt Donna D to Donna D Cling. 
Richard, Capt Mary Z to Mary R McCrystal. 
Davis, 1st Lt Idonna L to Idonna L Doerig. 
Healey. 1st Lt Doris M to Doris M Broll. 
Kennedy, 1st Lt Mary R to Mary R Mulvey. 


Solomon, 
Stevens. 


1st Lt Edward B to Edward B 


Larsen, 2nd Lt Robert P to Robert P Lar- 


son. 
Gibbons, 
Gibbons, 


ADVANCED ON 


CWO William J 


jr to William J 


RET LIST— 


Panyan, M/Sgt Steve W, ret in gr of Capt 
AIRMEN RETURNED TO RETIRED 


STATUS— 


Tatum, M/Sgt Leslie N 
AIRMEN TRF TO AFRES & ASG TO INACT 


STATUS— 
Roland, M/Sgt H F 
Sauers, M/Sgt Bert R 
Stain, S/Sgt Estol W 
Cox, T/Sgt Alfred B 
AIRMEN RETIRED— 
Rosenthal, M/Sgt B 


| Cowfer, S/Sgt RC 


Shelton, A/1C D C 
Burnthorne, S/Sgt A 
Henry, A/2C FB 


Henderson, S/Sgt 
Theron M 

Bradshaw, M/Sgt 
Winifred W 


Gilcrease, M/Sgt C W 
Parks, T/Sgt K R 
Katz, M/Sgt Max 
Horst, S/Sgt J W 
Kiucka, T/Sgt S C 


AIRMEN ON TEMP DISB RET LIST— 


Frontera, T/Sgt J L 
Melasky, S/Sgt J L 
Stanley, A/1C Clifford 
O'Neill, A/3C J H 
Stratos, A/2C NG 
Green, A/3C C B 
Wilson, S/Sgt H L 


Stockton, S/Sgt W H 
West, A/1C Walter G 
Rolph, S/Sgt K W 
Whitlock, A/B G 
Bryant, A/1C M 
Smolen, A/1C Martin 
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RETIRED SERVICE NOTES 





RAdm. Cooper Retires 
With Three-Star Rank 


RAdm. George R. Cooper, USN, was re- 
lieved as Commander Battleship Division 
Two by RAdm. William B. Ammon, USN, 
52, 28 Feb., in ceremonies on board the 
USS WISCONSIN at the Norfolk, Va., 
Naval Base. 

Upon retirement, Admiral Cooper, 53, 
USNA ’22, will be placed on the Retired 
List with the rank of Vice Admiral. 

Admiral Cooper was married in 1923 to 
Miss Ruth McMullen of Litchfield, Il. 
They have four children. The admiral 
plan to reside at his farm “Retreat 
Farm” in Charles Town, West Va. 


Col. H. C. Jones, Ret.. 
Settles In El Paso 


Col. H. Crampton Jones, USA-Ret., and 
his wife Harriot Howze Jones, have set- 
tled at 3000 Gold Street, El Paso, Tex. 

Mrs. Robert Lee Howze, widow of Ma- 
jor General Robert L. Howze, is making 
her home with them. Colonel Jones, re- 
cently Inspector General at West Point, 
is now in real estate in El Paso. 


Three Officers Retired at APG 
@ ABERDEEN PROVING GROUND, MD. 
Military personnel here passed in review 26 
Feb., in honor of the retirement of three of 
their officers, Col. William M. P. Northcross, 
Maj. George Rusinko, and CWO Joseph J. 
Nixon, 

Colonel Northcross, Ordnance Corps, Depu- 
ty President of The Ordnance Board, retired 
with more than 15 years of active service and 
eight years service with the Army Reserve. 

Maj. George Rusinko, QMC, completed 
more than 26 years in active Federal Service 
and was promoted to Lieutenant Colonel in 
the Reserves upon his retirement. 

Mr. Nixon also will have completed more 
than 26 years active service upon retirement. 


M/Sgt. McCauley Retires 


@ FT. BLISS, TEX. M/Segt. Alexander L. Mc- 
Cauley, Service Battery, 246th Field Artillery 
Missile Battalion, was honored at a retire- 
ment review after 20 years service, 24 Feb. 

Commanding officer of trevps was Col. 
Joseph H, Twyman, jr., USA, and chief 
usher for the occasion was Capt. Richard D. 
Boyd, USA. 








Sfe Ferrell Picks Evanston 


@ FT. SAM HOUSTON, TEX. Seven com- 
panies of troops marched 23 Feb. at the 
Medical Field Service School honoring Sfe 
Lonnie T. Farrell, who retired after more 
than 21 years service. 

With his wife, Kathleen, and young daugh- 
ter, Patricia Kay, the sergeant plans to make 
his home in Evanston, Il. 





Looking for something? Want to dispose 
of something? Use and read the Army Navy 
Air Force Journal’s classified advertisements. 





Freedoms Foundation 
Honors Gen. Campbell 


Brig. Gen. William P. Cambpell, USA- 
Ret, now Executive Assistant for Finance 
to the President of Harding College at 
Searcy, Ark., and former Assistant Chief 
of Army Finance, has received an award 
from Freedoms Foundation at Valley 
Forge, Pa., for 1954. 

General Campbell’s award was given 
for an address he gave at Evansville, 
Ind., entitled “Christian Americanism vs. 
Pagan Communism.” The citation reads, 
in part, that General Campbell was se- 
lected by the National Awards Jury “to 
receive the George Washington Honor 
medal for public address. An outstanding 
achievement in helping to bring about a 
better understanding of the American 
Way of Life during 1954.” 


PL 810 Retirement 

The Army has placed the following 
named National Guard and Reserve of- 
ficers on the retired list upon their at- 
tainment of age 60 and completion of at 
least 20 years creditable service as pro- 
vided under Title III, PL 810, 80th Con- 
gress: 

Colonels 


Haggerty, Claude H Hartdegen, Richard 
Stalnaker, Justus P, NGUS 
Johnson, Berendt E O'Donnell, Thomas H 
Besse, Harlan F Keiser, John T 
Garland, Edmund S Robinson, Ben B 
Harrison, Clint H Rice, Robert C 
Seitner, Robert L Quigley, QA 
Spencer, F H, NGUS Leonhardt, John W 
Bonner, Thomas A Clark, Fred P 
Francis, Louis L 
Lt Colonels 

Westerfield, James P Veazey, Alexander H 
Yencher, John G Baum, Alden H 
Jamison, James F Ward, Doyle P 
MacDonald, Il E Luckett, Luther J 
Colien, Francis H Johnson, Joseph C 
Field, Reginald Donelan, Thomas E 
Brice, Luther K McGurdy, William G. 
Hall, Robert W Unger, George N 
Pitte, Frank P Bailey, John W 
Brown, Emil Whalen, Thomas J 
Marshall, Russell C 

Majors 
Lindquist, Clarence C Lanner, Ray A 
Saphir, Edward Entzminger, W C 
O'Donnell, James E Marquis. George W, 
Luce, Francis N jr, NGUS 
Johnson, Thomas P St. Jacques, Ernest J 
Betts, Joseph L McNamee, Joseph 
Coverdale, Ralph T Hamman, Fred I 
McDonald, Clifford C Davidson, Lee 
Southall, Copeland S 

Captains 
Rankin, A B, NGUS 
Thomas, Edward H 
Robinson, William F 


Sakai, Kinichi 

King, Edwin H 

Throckmorton, C O 

Spiers, Robert H 
Ist Lieutenants 

Welson, Morris L Arthur, E J, NGUS 

Cotter, William H 
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stituents in recent months. 


INCOME TAX RELIEF SEEN IMMINENT 


Defense Department authorities have been advised that a strong effort is 
being made in the House Ways and Means Committee for passage of a special 
bill to give retired military personnel under 65 tax benefits voted last year for 
other persons on government retired lists. 

Defense Secretary Charles E. Wilson called the discriminatory action a 
blow at the campaign to raise career attractiveness. 

The Retired Officers Association has made a strong presentation to the Con- 
gressional group in behalf of the remedial legislation. 

The bill would be worth up to a maximum of $240 per year to each retired 
member of the Armed Services under 65. 

Capitol Hill sources, though hesitant to discuss a pending Committee action, 
indicated that the plea for equitable treatment of retired military personnel, 
is gaining support among legislators, many of whom have heard from con- 











Retired Personnel To 


Benefit From New 


Pay Bill Provision Giving Increases To All 


The Kilday House Armed Services 
Subcommittee tentatively has re-written 
the military pay raise bill to provide 
greater equity for retired officers, war- 
rant officers and enlisted men. 

As re-drafted, but still to be approved 
by the Subcommittee as THE JOURNAL 
went to press, the measure now provides 
three separate methods under which re- 
tired personnel may receive pay increases. 
They are: 


1—Personnel who receive retired pay, 
retirement pay, retainer pay or equiv- 
alent pay (including those entitled to 
temporary disability retirement pay) 
computed at rates prescribed in the 
Career Compensation Act of 1949, shall 
be entitled to have their pay computed 
at the new rates (see chart, p. 783). 


2—Retired officers with less than three 





years of service for pay purposes, war- 


rant officers and enlisted personnel with 
less than two years of service for pay 
purposes, who have been retired for 
physical disability or placed on the tem- 
porary disability retired list, will receive 
a straight six per cent increase. 
3—Personnel who receive retired pay. 
retirement pay, retainer pay, or equiv- 
alent pay under laws in effect prior to 1 
Oct. 1949, also shall be entitled to an 
across the board increase of six per cent. 

As originally drafted, the Pentagon 
proposal provided no increases for retired 
officers who had less than three years 
service at time of retirement, or warrant 
officers and enlisted men with less than 
two years service. 

Similarly, the original bill would have 
made it necessary for personnel receiv- 
ing retired pay under some other law 
than the Career Compensation Act to 
make a new election. 





Marines Design New Type Garrison Cap: 


Answer To “Pork-Pie Fedora” Chapeau 


A new type garrison cap is expected 
to be in use by Marine Corps officers and 
enlisted men by the end of the year. 

The Corps’ Permanent Uniform Board 
has given the go-ahead for a 90-day “wear 
test” to be conducted by the 2d Marine 
Division, Camp Lejeune, N. C. Upon com- 
pletion of the field tests, the 2d’s Com- 
manding General will report his findings 
to the Uniform Board for its final recom- 
mendation to General Lemuel C. Shep- 
herd, jr.,. USMC, Marine Commandant. 

There is little doubt, however, that the 
Marine Chief will approve the adoption 
of the redesigned model, since it has long 
been his feeling, along with a majority 
of Marine officers, that the present cap | 
lends itself to too many wearing varia- | 
tions. 

In fact, the decision to redesign the 
garrison cap dates back two years when 





the Commandant directed formation of 
a project to study the possibility of de- | 
signing a cap which would keep its shape. | 
The cap presently in use, it was noted, 
is not cut to fit the contour of the head. | 
This straight-cut type causes the crown 
in the back part of the cap to break or | 
collapse. } 
It was further observed that teen-ag- 
ers in the Marine Corps attempt to 


| Corps’ 


“glamourize” the uniform by rendering 
the present cap “an amorphous article 
analogous to the collegiate pork-pie fe- 
dora.” 

The Uniform Board’s design study in- 
cluded consideration of garrison caps of 
many foreign nations, including Canada, 
West Germany, Poland, France, England, 
New Zealand, Italy and Russia. Results 
of the survey showed that most foreign 
caps were designed to fit the contour of 
the head with the base of the cap cut on 
a curvature rather than on a straight line 
as is the case with the garrison model 
now in use by the Corps. 

In adopting the curve-cut principle, the 
Board also made the decision to curve the 
top of the cap and to eliminate the 
straight peaks at the front and the back. 
Such a design makes it almost impossi- 
ble for individuals to effect wearing vari- 
ations. 

After General Shepherd’s final approv- 
al, the new models will be placed in the 
supply system. Present plans, 
however, call for using caps now in stock. 
There will probably be no objection toa 
man purchasing the new type once they 
hit PX’s and uniform shops. 

No alteration in the style of Women 
Marines’ caps has been proposed. 


USMC Approves EM Metal Rank Insignia: 
Diamonds & Stars for Top Six-Stripers 


Metal chevrons, with screw clutch 
fasteners have been approved for field 
type and organizational clothing of en- 
listed men and women by the Marine 
Corps Permanent Uniform Board. 

Made of brass, black nickel plated and 
coated with a black phenolic lacquer, the 
newly adopted rank insignia are approxi- 
mately one-fifth the size of regular chev- 
rons. Designed to replace the present 
stenciled grade insignia, the metal type 
underwent wear tests in Korea during 
the war, and later at Camp Lejeune, N.C. 

The new rank designators will be is- 
sued free to all enlisted personnel; male 





Marines will get three pair and women 
Marines two pair. It is expected that they 
will be available through the supply sys- 
tem by Summer. 


At present, Marine Headquarters is re- 
vising the Manual to prescribe the prop- 
er wear of the new insignia. The changes 
will state that the metal stripes, on vari- 
ous articles of clothing, should be worn 
in the following manner: 


1. Utility cap—on the front center of 
the crown directly below the stenciled 
Marine Corps ornament; 


2. Helmet cover—on the front directly 
below the Marine Corps ornament; 


3. Utility shirt or jacket, field jacket, 
and raincoat (when worn as Or; 
tional clothing)—on each side of the col- 
lar with the vertical axis of the insignia 
parallel to the top of the collar centered, 
with the inner edge of the insignia one 

(Please turn to Page 805) 
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Born 
ALLEN—Born at Tokyo, Japan, 12 Feb, to 
lst Lt and Mrs Robert K Allen, a daughter, 
Teresa Ann. 


BAINE—Born at Ft Ord, Calif, 17 Feb, to 
CWO and Mrs Hubert E Baine, a daughter. 


BAKER—Born at Ft Belvoir, Va, 22 Feb, to 
Capt and Mrs Nicholas James Baker, a son. 


BAKER — Born at Madigan AH, Tacoma, 
Wash, 12 Feb, to ist Lt and Mrs Russell 
Baker, a son. 


BAXTER—Born at Ft Richarson, Alaska, 10 
Feb, to Capt and Mrs James O Baxter, a son, 
Willard Dean. 


BISSON—Born at Ft Belvoir, Va, 24 Feb, to 
Capt and Mrs Roger Roland Bisson, a son. 


BLEVENS—Born at Vance AFB, Okla, 8 Feb, 
to A/1C and Mrs Oscar B Blevens, jr, a son, 
Cecil Benton Blevins. 


BLOYS—Born at Ryukyus AH, Ft Buckner, 
Okinawa, 12 Feb, to CWO and Mrs William 
B Bloys, a son, Lee Allen. 


BOYLE—Born at Walter Reed AH, Wash- 
ington, DC, 24 Feb, to Maj and Mrs William 
T Boyle, a daughter. 


BRUMFIELD — Born at Tokyo, Japan, 21 
Feb, to Lt Col and Mrs Hunter M Brumfield. 
a daughter, Rae Ann. 


BULLOCK—Born at Ft Belvoir, Va, 24 Feb, 
to Capt and Mrs Frank Edward Bullock, a 
daughter. 


BURGIN—Born at Ft Belvoir, Va, 19 Feb, 
to Maj and Mrs Grady W Burgin, a daughter, 
CARBO—Born at Ft Eustis, Va, 24 Feb, to 
lst Lt and Mrs Gabriel Carbo, a son. 
CLARK—Born at Vance AFB, Okla, 9 Feb, 
to A/2C and Mrs Alfred B Clark, a son, Mark 
Alfred. 

COLBURN—Born at Ft Belvoir, Va, 24 Feb, 
to Capt and Mrs Willis Crane Colburn, a 
son. 

COLLINS—Born at Ft Belvoir, Va, 18 Feb, 
to Lt Col and Mrs Charles Everett Collins, 
jr, a son. 

CONNELLY—Born at Ft Dix, NJ, 16 Feb, 
to 2d Lt and Mrs George Connelly, a son, 
Kevin John. 

COTE—Born at Bad Cannstatt, Germany, 2 
Feb, to Maj and Mrs Leo James Cote, a son, 
William Michael, 

COX—Born at Bad Cannstatt, Germany, 8 
Feb, to CWO and Mrs James S Cox, a daugh- 
ter, Karen Lynne. 

CUMMINGS—Born at Ft Knox, Ky, 22 Feb, 
to CWO and Mrs Clarence L Cummings, a 
son, Frank Albert. 

CUNNIFF—Born at Walter Reed AH, Wash- 
ington, DC, 24 Feb, to Maj and Mrs Paul J 
Cunniff, a son. 

DAMON—Born at Ft Belvoir, Va, 16 Feb, 
to Capt and Mrs Robert Kenneth Damon, 
a son. 

DAVIS—Born at Ryukyus AH, Ft Buckner, 
Okinawa, 20 Feb, to Capt and Mrs Harold L 
Davis, a daughter, Kathy Kim. 
DOYLE—Born at Ft Knox, Ky, 21 Feb, to 
Capt and Mrs Lee T Doyle, a son, Thomas 
Michael. 

DUDDY—Born at Ft Campbell Ky, 22 Feb, 
to Lt Col and Mrs Robert R Duddy, their 
third child and second son, Robert Kelso. 
EMERY—Born at Ft Eustis, Va, 18 Feb, to 
Capt and Mrs John R Emery, a son. 
FERLICH—Born at Ft Dix, NJ, 15 Feb, to 
Capt and Mrs Philip Erlich, a daughter, 
Julia Lise. 

ESTES—Born at Ft Belvoir, Va, 15 Feb, to 
WOJG and Mrs Eugene Joseph Estes, a 
daughter. 

FERRIER—Born at Maxwell AFB, Ala, 15 
Feb, to Capt and Mrs Bruce D Ferrier, a 
daughter, Hollister Ann. 

FOLEY—Born at Maxwell AFB, Ala, 13 Feb, 
to Maj and Mrs Francis Edward Foley, a 
son, Francis Edward, jr. 

GANDY—Born at Ft Knox, Ky, 17 Feb, to 
2d Lt and Mrs Kent E Gandy, a son, Kent 
Ellsworth. 

GILLON — Born at Madigan AH, Tacoma, 
Wash, 17 Feb, to Capt and Mrs Charles R 
Gillon, twin daughters. 

GLOTZBACH—Born at F: Sill, Okla, 16 Feb, 
to Maj and Mrs E N Glotzbach, a daughter. 
GOAD—Born at Valley Forge AH, Phoenix- 
ville, Pa, 22 Feb. to 1st Lt and Mrs Robert 
S Goad, a son. 

GREELY—Born at Ft Riley, Kans, 14 Feb. 
to lst Lt and Mrs Warren L Greely, a son, 
Christopher Jason. 

GREEN—Born at Osaka, Honshu, Japan, 15 
Feb, to Capt and Mrs Donald R Green, a 
daughter, Donnalyn S. 

GREEN—Born at Quantico, Va, 26 Feb, to 
Capt and Mrs Melvin Green, a daughter, 
Theresa Kathleen. 
GROSS—Born at Ft Sill, Okla, 
Maj and Mrs E Gross, a son. 
GUILFOILE—Born at Ft Ord, Calif, 14 Feb, 
to Capt and Mrs Joseph V Guilfoile, a son, 
Paul Geoffrey. 


19 Feb, to 





HACKMAN—Born at Ft Ord, Calif, 15 Feb, 
to Capt and Mrs Paul H Hackman, a son, 
Michael William. 


HAMBERGER—Born at Walter Reed AH, 
Washington, DC, 22 Feb, to Capt and Mrs 
Henry F Hamberger, a daughter. 


HEATH—Born at Ft Sill, Okla, 15 Feb, to 
Lt and Mrs H L Heath, a son. 


HENDERSON—Born at Ft Belvoir, Va, 24 
Feb, to Lt and Mrs James Claude Henderson, 
a son. 


HOPE—Born at Ft Belvoir, Va, 18 Feb, to 
1st Lt and Mrs Leon Mac Kinnon Hope, a 
daughter. 


HUGHES—Born at Bad Cannstatt, Germany, 
8 Feb, to Capt and Mrs Everett Warren 
Hughes, a daugher, Ava Lynn. 


INGLE-—Born at Quantico, Va, 26 Feb, 
Lt Col and Mrs Shelton Ingle, a son. 


JACOBS—Born at Ft Belvoir, Va, 24 Feb, to 
2d Lt and Mrs Ransom Edward Jacobs, jr, a 
daughter. 


JAMISON—Born at Ft Jackson, SC, 19 Feb, 
to 1st Lt and Mrs Robert B Jamison, a daugh- 
ter. 


JERNIGAN — Born at Walter Reed AH, 
Washington, DC, 22 Feb, to 2d Lt and Mrs 
Thomas Jernigan, a daughter. 


JONES—Born at Walter Reed AH, Washing- 
ton, DC, 25 Feb, to Capt and Mrs William 
C Jones, a son. 


KASTNER—Born at Quantico, Va, 27 Feb, 
to 2d Lt and Mrs Theodore Kastner, a son. 
KIRBY—Born at Cp Pendleton, Calif, 5 Feb, 
to Lt(jg) and Mrs R G Kirby, a son, Timothy 
Robert. 

KRAHULA—Born at Ryukyus AH, Ft Buck- 
ner, Okinawa, 9 Feb, to 1st Lt and Mrs Jerry 
L Krahula, a son, David Allen. 
LeDEAUX—Born at Ft Jackson, SC, 17 Feb, 
to 1st Lt and Mrs Anderson LeDeaux, a 
daughter. 

LINDBERG — Born at Walter Reed AH, 
Washington, DC, 22 Feb, to Col and Mrs 
Robert B Lindberg, a son. 
LIVINGSTON—Born at Griffiss AFB, Rome, 
NY, 22 Feb, to Lt and Mrs James K Living- 
ston, a son. 

LORENZO—Born at Ft Knox, Ky, 17 Feb, 
to Maj and Mrs Michael J Lorenzo, a daugh- 
ter, Tracy Chapman. 

LUNDERMAN—Born at Ft Ord, Calif, 15 
Feb, to 1st Lt and Mrs Victor L Lunderman, 
a son, Victor Lucien, jr. 

MacBETH—Born at Ft Monmouth, NJ, 23 
Feb, to 1st Lt and Mrs Charles E MacBeth, 
a daughter. 

MAGLIN—Born at Walter Reed AH, Wash- 
ington, DC, 27 Feb, to Capt and Mrs W C 
Maglin, a son, William H, II, grandson of 
Maj Gen Wm H Maglin, The Provost Mar- 
shal General, and Mrs. Maglin. 
MAGNUM—Born at Cp Chaffee, Ark, 18 Feb, 
to Capt and Mrs Wiley N Magnum, a son. 
MARCAGI—Born at Bad Cannstatt, Germany, 
9 Feb, to 2d Lt and Mrs Laurence Timothy 
Marcagi, a daughter, Lauren Lee 
MARRON—Born at Ft Meade, Md, 22 Feb, 
to 1st Lt and Mrs John Marron, a son. 
MATTINGLY—Born at Ft Meade, Md, 19 
Feb, to Capt and Mrs Joseph Mattingly, a 
daughter. 

McALISTER—Born at Cp Pendleton, Calif, 
3 Feb, to 2d Lt and Mrs R L McAlister, a 
daughter, Sheri Michelle. 

McKINLEY—Born at Ft Belvoir, Va, 16 Feb, 
to Ist Lt and Mrs John McKeen McKinley, 
a daughter. 

McMULLEN—Born at Ft Meade, Md, 22 Feb, 
to CWO and Mrs James McMullen, a daugh- 
ter. 

MICHAELS—Born at Bad Cannstatt, Ger- 
many, to Capt and Mrs Herman John 
Michaels, twin sons, Thomas Scott (on 13 
Feb) and Stephen Ward (on 15 Jan). 
MILLER—Born at Ft Sill, Okla, 19 Feb, to 
Lt and Mrs N G Miller, a son, 
MILLER—Born at Ft Belvoir, Va, 19 Feb, 
to Maj and Mrs William Clinton Miller, a 
son. 

MILNE—Born at Ryukyus AH, Ft Buckner, 
Okinawa, 13 Feb, to 1st Lt and Mrs Robert 
S Milne, a daughter, Deborah Susan, 
MOMSEN—Born at Ft Belvoir, Va, 22 Feb, 
to 2d Lt and Mrs Marc Frank Momsen, a son. 
MONROE—Born at Ft Belvoir, Va, 22 Feb, 
to Capt and Mrs Paul Bryan Monroe, a son. 
MOORE—Born at Ft Meade, Md, 19 Feb, to 
Capt and Mrs Alfred Moore, a daughter. 
MORRIS—Born at West Point, NY, 21 Feb, 
to Capt and Mrs James M Morris, jr, a son, 
James Monroe Morris, IV. 
MORRISON—Born at Ryukyus AH, Ft Buck- 
ner, Okinawa, 14 Feb, to ist Lt and Mrs 
George E Morrison, a son, George Edward. 
O’DONNELL — Born at Ft Belvoir, Va, 22 
Feb, to Maj and Mrs Charles Francis O’ Don- 
nell, a son. 

O’LEARY—Born at Quantico, Va, 27 Feb, 
to Capt and Mrs Raymond O'Leary, a son, 
Kevin Patrick. 


to 
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PARTRIDGE — Born at Ft Belvoir, Va, 18 
Feb, to Maj and Mrs Alan Lyon Partridge, 
a son. 


PAYNE—Born at Ft Dix, NJ, 15 Feb, to 
WOJG and Mrs Rames Payne, a daughter, 
Paula Sue. 


PERRY—Born at Maxwell AFB, Ala, 13 Feb, 
to Capt and Mrs Frank V Perry, III, a son, 
Frank Vinton. 


POINDEXTER—Born at Cp Pendleton, Calif, 
6 Feb, to Lt Col and Mrs A A Poindexter, a 
daughter, Martha Martin. 


RAEHN—Born at Ft Ord, Calif, 12 Feb, to 
Lt (USN) and Mrs Raymond V Raehn, a 
daughter, Carol Ann. 


RANDOLPH — Born at Ft Belvoir, Va, 22 
Feb, to 2d Lt and Mrs Richard Joseph Ran- 
dolph, a daughter. 
RAUCH—Born at Ft Ord, Calif, 
Lt and Mrs Charles F Rauch, 
Frederick Whitman. 


RAY—Born at Valley Forge AH, Phoenix- 
ville, Pa, 20 Feb, to Capt and Mrs John L 
Ray, a daughter. 


REA—Born at Brooke AH, Ft Sam Houston, 
Tex, 18 Feb, to 1st Lt and Mrs Robert L 
Rea, a daughter, Robin Eve. 
RICE—Born at Verdun, France, 
CWO and Mrs Felix L Rice. a 
Donna Maria. 

RICE—Born at Ft Riley. Kans, 12 Feb, to 
1st Lt and Mrs Joseph P Rice, sr, a son, 
Joseph Peter, jr. 

RICE—Born at Ft Belvoir, Va, 24 Feb, to 
Lt Col and Mrs Edward Stephen Rice, a son. 
RICH—Born at Ft Monmouth. NJ, 19 Feb, 
to Capt and Mrs Roy M Rich, a daughter. 
ROBBINS—Born at Fitzsimons AH, Denver. 
16 Feb, to Maj and Mrs Thomas L Robbins, 
a daughter, 

ROSE—Born at Ft Monmouth, NJ, 18 Feb, 
to 1st Lt and Mrs Llewllyn P Rose, a son. 
ROWLAND — Born at Ft Jackson, SC, 17 
Feb, to Capt and Mrs Joseph S Rowland, a 
son. 

ROZAKIS—Born at Walter Reed AH, Wash- 
ington, DC, 25 Feb, to Maj and Mrs Stephen 
L Rozakis, a son. 

SCHACH—Born at Chicago, Ill, 22 Feb, to 
Maj and Mrs Raphael J Schach, their third 
son, Thomas Michael. 
SCHOOLFIELD—Born at Ft Ord, Calif, 17 
Feb, to Maj and Mrs Hugh H Schoolfield, a 
daughter. 

SCHURR—Born at Tokyo, Japan, 4 Feb, to 
Capt and Mrs Frederick C Schurr, a son, 
Jason Mark. 

SEESE—Born at Ft Monmouth, NJ, 19 Feb, 
to Capt and Mrs Harry A Seese, a daughter. 
SMITH — Born at Fitzsimons AH, Denver, 
15 Feb, to 1st Lt and Mrs Donald P Smith, 
a daughter. 

SMITH—Born at Ryukyus AH, Ft Buckner, 
Okinawa, 17 Feb, to Capt and Mrs Henry M 
Smith, a son, Kenneth Wayne. 
SMOLLEN—Born at Madigan AH, Tacoma, 
Wash, 15 Feb, to Capt and Mrs John Smol- 
len, a son. 

SOUDER—Born at Offutt AFB, Nebr, 9 Feb, 
to Capt and Mrs Paul W R Souder, a daugh- 
ter, Debbie Karen. 

SPONENBURGH—Born at Ryukyus AH, Ft 
Buckner, Okinawa, 12 Feb, to Maj and Mrs 
John Sponenburgh, a daughter, JoAnn. 
STEVENSON — Born at Walter Reed 
Washington, DC, 27 Feb, to Capt and 
Howard Stevenson, a son. 
STOUDEMIRE — Born at Valley Forge 
Phoenixville, Pa, 21 Feb, to 1st Lt and 
Harry B Stoudemire, a son. 
SWARSKI—Born at Griffiss AFB, Rome, NY, 
22 Feb, to Capt and Mrs Leo G Swarski, a 
daughter. 

SWEENEY—Born at West Point, NY, 25 Feb, 
to 1st Lt and Mrs Willard S Sweeney, a 
daughter. Heidi Sue. 

TAUSCH—Born at Bad Cannstatt, Germany, 
9 Feb, to 1st Lt and Mrs Roland Dean Tausch, 
a daughter, Aleen Mary. 

THOMAS—Born at Brooke AH, Ft Sam Hous- 
ton, Tex, 23 Feb, to Col and Mrs Joseph W 
Thomas ,a son, James William. 
THOMAS—Born at Ft Jackson, SC, 21 Feb, 
to lst Lt and Mrs Nathaniel Thomas, a daugh- 
ter. 

THOMAS—Born at Tokyo, Japan, 1 Jan, to 
A/1C and Mrs William R Thomas, a daugh- 
ter, Enid Jonne. 

THUSTON—Born at Ft Eustis, Va, 21 Feb, 
to lst Lt and Mrs William O Thuston, a son. 
TRACY—Born at Ft Jackson, SC, 17 Feb, to 
Capt and Mrs Kenneth E Tracy, a daughter. 
TRAHERNE — Born at Ft Monmouth, NJ, 
22 Feb, to Maj and Mrs Carr A Traherne, a 
son. 
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TURNER~—Born at Bad Cannstatt, Germany, 
10 Feb, to Capt and Mrs Wesley Suttle 
Turner, a son, John Robert. 


VanDYK—Born at Ryukyus AH, Ft Buck- 
ner, Okinawa, 19 Feb, to Capt and Mrs Rob- 
ert F Van Dyk, a daughter, Kerry Jo. 


WALDEN—Born at Quantico, Va, 24 Feb, 
to Capt and Mrs Denzil Walden, a son, John 
Claud. 


WALTON—Born at Ft Riley, Kans, 22 Feb, 
to Lt Col and Mrs Arthur H Walton, a 
daughter, Patricia Carol. 


WESLER—Born at Ryukyus AH, Ft Buck- 
ner, Okinawa, 14 Feb, to 1st Lt and Mrs 
John D Wesler, a daughter, Johnette Leone. 


WHEELER—Born at Ft Sill, Okla, 16 Feb, 
to Lt and Mrs W I Wheeler, a daughter. 


WHELAN—Born at Walter Reed AH, Wash- 
ington, DC, 26 Feb, to 2d Lt and Mrs Wil- 
liam J Whelan, a son, 

WHITT—Born at Ft Belvoir, Va, 23 Feb, to 
Lt Col and Mrs Ralph Lee Whitt, sr, a son. 
WILSON—Born at Ft Belvoir, Va, 18 Feb, 
to Capt and Mrs Tom Russell Wilson, a son. 


WOLFORD—Born at Ft Lawton, Wash, 7 
Feb, to Lt Col and Mrs Louis E Wolford, a 
son, Edward William. 


WOOTEN—Born at Murphy AH, Waltham, 
Mass, 1 Feb, to Lt Col and Mrs John H 
Wooten, their fourth child, and second daugh- 
ter, Kathleen Ann. 

WURSTER—Born at Murphy AH, Waltham, 
Mass, 21 Feb, to Capt (USAF) and Mrs 
Charles A Wurster, their third son, Robert 
Austin, grandson of Maj Gen J M Devine, 
USA-Ret, and the late Mrs Devine. 
ZIRBEL—Born at Maxwell AFB, Ala, 17 Feb, 
to 1st Lt and Mrs Irving W Zirbel, a son, 
Craig Irving. 


Married 


ALTGLASS-WOLF — Married at New York 
City, 26 Feb, Mrs Ethel Weiss Wolf, daugh- 
ter of Mrs Abraham Weiss of New York, and 
the late Mr Weiss, and Lt Col Adam Alt- 
glass, USAF, son of Mrs Max Altglass of 
New York, and the late Mr Altglass. 
BALDING-WHITNEY — Married at Trinity 
Protestant Episcopal Church, Melrose, Mass, 
25 Feb, Miss Barbara Whitney, daughter of 
Mrs John Loew Whitney, and the late Mr 
Whitney. and Lt Bruce Edward Balding, 
USA, son of Mr & Mrs John Barnard Bald- 
ing of Brookville, LI, NY. 

BOW MAN-CHAMBERLIN—Married at Ber- 
lin, Germany, 26 Feb, Miss Sarah Shanks 
Chamberlin, daughter of Lt Gen (USA-Ret) 
and Mrs Stephen J Chamberlin of Asheville, 
NC, and Lt Peter Woodyart Bowman, USAR. 
CORWIN-TENZER—Married at New York 
City, 27 Feb, Miss Phoebe Tenzer, daughter 
of Mr & Mrs Theodore Tenzer, and Lt(jg) 
Leonard Joel Corwin, MC USN, son of Mr 
& Mrs George J Corwin. 
GALLOWAY-GREEN—Married at the North 
Chapel, Ft Hood, Tex, recently, Miss Martha 
Green, daughter of Mr & Mrs James E Green 
of Louisville, Ky, and Lt Col Neal C Gallo- 
way, son of Mrs Clarice Galloway of Tulsa, 
Okla. 

GARRED-LINEHAN—Married at the Cath- 
olic Chapel, Camp Rucker, Ala, 12 Feb, Miss 
Kathleen Linehan and 1st Lt Bernard L Gar- 
red, son of Mrs B L Garred, sr. 
HERBERGER-BLAIR—Married at the Star- 
of-the-Sea Chapel, US Merchant Marine Acad- 
emy, Kings Point, LI, NY, 26 Feb, Miss Rose- 
mary Catherine Blair, daughter of Mr & Mrs 
John L Blair of Albany, NY, and Ens Albert 
J Herberger, USNR, son of Mr & Mrs Albert 
Herberger, also of Albany. 
MILLER-SILLIN — Married at the Base 
Chapel, Offutt AFB, Nebr, 15 Feb, Miss Judy 
Louise Sillin, daughter of Brig Gen & Mrs 
N D Sillin of Offutt, and Lt Paul Miller, jr, 
son of Mrs Miller of Sherman Oaks, Calif. 
MULES-MOORE—Married at the Chapel of 
St John’s Lutheran Church, Baltimore, Md, 
13 Feb, Miss Kathryn Holt Moore, daughter 
of Mr & Mrs Lucius L A Moore, sr, of Balti- 
more, and Lt Vernon Wilbur Mules, USAF, 
son of Mr & Mrs Gilbert C Mules, also of 
Baltimore. 

MURPHY-JOHNSON — Married at Falls 
Church, Va, 19 Feb, Miss Phyllis Ruth John- 
son, daughter of Mr & Mrs Lee F Johnson 
of Falls Church, and Lt Joseph G Murphy. 
son of Mrs Joseph P Murphy of Baltimore. 
Md, 

PRIVETTE-WOOD — Married at the Post 
Chapel, Ft Belvoir, Va, 12 Feb, Miss Sara 
Phyllis Wood, daughter of Lt Col & Mrs Don- 
ald D Crawford of Ft Belvoir, and 2d Lt 
Robert L Privette of Ft Bragg, NC. 
STEFFENS-ROBERTS — Married at the 
Roman Catholic Church of St John the Bap- 
tist, Charleston, SC, 19 Feb, Miss Elizabeth 


(Please turn to Next Page) 





804 Army Navy Air Force Journal 


5 March 1955 


Marriages 
(Continued from Preceding Page) 
Louise Roberts, daughter of Mr & Mrs Rob- 
ert Bruce Roberts, and Lt(jg) Martin Wil- 
liam Steffens, USNR, son of Capt & Mrs Wil- 
liam Joseph Steffens of Miller Place, NY. 


WILSON-BANFILL — Married at All Souls 
Memorial Church, Washington, DC, 22 Feb, 
Capt Margaret Marion Banfill, USAF, daugh- 
ter of Brig Gen (USAF-Ret) and Mrs. Charles 
Y Banfill, and Lt Col Campbell P M Wilson, 
USAF, of Pinecastle AFB, Fla. 
WILSON-HETHERINGTON—Married at the 
Post Chapel, Ft Bliss, Tex, recently, Miss 
Nan Hetherington, daughter of Mrs Jane S 
Hetherington of Warren, Pa, and Mr Lionel 
Hetherington of Tallmadge, O, and Lt Curtis 
Talmadge Wilson, son of Mrs S J Wilson of 
Allendale, SC. 
YOUNG-ROTHMANN—Married at the U S 
Merchant Marine Academy Chapel, Kings 
Point, LI, NY, Miss Suzanne Rothmann, 
daughter of Mr & Mrs Charles Rothmann of 
East Norwich, LI, NY, and Ens Milton E 
Young, USN, son of Mrs Grove Bixby of 
Belleair, Calif. and Mr Hamilton Young of 
Washington, DC. 


Died 
ALEXANDER—Died in Japan, 31 Jan, ist Lt 
John C Alexander, Inf. 

BAKER—Died at USNH, St Albans, LI, NY, 
25 Feb, Capt Robert de Coursey Baker, USN- 
Ret, 50. He is survived by his widow, Mrs 
Kerby Ferguson Baker; and two daughters, 
Edith Ferguson Baker, and Kirby de 
Coursey Baker, all of Annapolis, Md. Burial 
was at Arlington National Cemetery, Wash- 
ington, DC. 

BOWER—Died at San Diego, Calif, recently, 
of a heart attack, Lt Col Roland C Bower, 
USA-Ret. He is survived by his widow, Mrs. 
Roma Jones Bower of 4105 No 9th St, Ta- 
coma, Wash; two sons, Col R C Bower, jr, 
USA, of 4545 Connecticut Ave, NW, Wash- 
ington, DC, and Col Harvey Bower, USA, of 
Aberdeen Proving Ground, Md: and eight 
grandchildren. Burial was at the National 
Cemetery, San Diego. 

BOYER—Died at Sarasota, Fla, 31 Dec, Lt 
Col Gouverneur H Boyer, USA-Ret. 
CARLSON—Died at Wichita Falls, Tex, 22 
Feb, Col Carl Carlson, USAF. He is survived 
by his widow, Mrs Ruth L Carlson; his 
father, Mr Gus Carlson of Spokane, Wash: 


one brother and one sister. Burial was at 
Arlington National Cemetery, Washington, 
Dc. 

COMEAUX—Died at Ocala, Fla, 10 Dec, Maj 


Charles S Comeau, Ret. 

CRAWFORD—Died at Barksdale AFB, La, 
23 Jan, Mrs Persis J Crawford, wife of Col 
Medorem Crawford, USA-Ret, of 710 Wilson 
Ave, Lakeland, Fla. In addition to her hus- 
band, she is survived by one daughter, 
Barbara C Austin; and one sister, Vivian 
Jackson, Interment was at Arlington Nation- 
al Cemetery, Washington, DC. 
CROUCH—Died in Korea, 10 Dec, 
Herman L Crouch, Inf. 

ESKRIDGE -—- Died at Long Island, Ala, 3 
Feb, 1st Lt Charles D Eskridge, Ret. 
GRAVES—Died at Brooke AH, Ft Sam Hous- 
ton, Tex, 18 Feb, Mrs Emma Jane (Bobby) 
Graves, wife of Col Everett Marshall Graves, 
USA-Ret of 600 Grandview Pl, San Antonio, 
Tex. In addition to her husband, she is sur- 
vived by one sister, Mrs Clarence Clements 
of Mechanicsville, NY; and nieces and neph- 
ews. Interment was at the National Ceme- 
tery, Ft Sam Houston. Pallbearers were Brig 
Gen William Spence, Colonels Mert Proctor, 
A J Zerbee, William E Corkhill, Richard Gor- 
don and Walter E Jenkins. 
HAYNES—Died at the Menlo Park Veterans 
Hosp, recently, Brig Gen Ira A Haynes, USA- 
Ret, last member of the USMA class of '83. 
He was 95 years old. 

HELMBOLD—Died at USNH, Portsmouth, 
Va, 23 Feb, Col Philip Armour Helmbold, 
USA-Ret, 64. He is survived by his widow, 
Mrs Dorothy Helmbold of 4300 Palmorito St, 


Lt Col 


Coral Gables, Fla, and one daughter, Mrs 
Russell Campbell, also of Coral Gables. Bur- 
ial was at Arlington National Cemetery, 


Washington, DC. ° 
HOLDEN—Died 8 Feb, Mrs Elsie C Holden, 
wife of Col George J Holden, USA-Ret. Burial 
was in the family lot at Green Mountain 
Cemetery, Burlington, Vt. 


HOOVER—Died while visiting her son, 23 | 


Feb, Mrs Fred M Hoover, 87, mother of 
RAdm Gilbert C Hoover, USN-Ret, (USNA 
16), 3051 7th St, Box 82, Boulder, Colo, In 
addition to her son, she is survived by two 
granddaughters; a great-grandaughter; and 
one grandson, Lt Gilbert C Hoover, jr, USNR. 
HOUGHTON—Died at El Paso, Tex, 4 Jan, 
Capt Winfred Houghton, USA-Ret. 
HOUSER—Died at Chillicothe, O, 20 Dec, Lt 
Col Louis S Houser, Ret. 
JOHNSTON—Died at Salem Memorial Hos- 
pital, Salem, Ore, 9 Feb, LCdr Francis Neil 
Johnston, DC USN-Ret, 43. He is survived by 


his widow, Mrs Mildred Johnston of Salem. 
Burial was at Rawlins, Wyo. 

LOTT—Died at Blackshear, Ga, 1 Feb, Col 
Warren Lott, USA-Ret. He is survived by his 
widow, Mrs Ernestine Purdom Lott of 
Blackshear; two daughters, Mrs Alvin M Rat- 
liff, also of Blackshear, and Mrs Edward 
Dawson of Milledgeville, Ga; and three 
grandchildren. 

MURRAY—Died in Germany, 30 Jan, Capt 
John J Murray, CE. 

PALMER—Died at Laguna Beach, Calif, 26 
Feb, RAdm Leigh C Palmer, USN-Ret, 
(USNA '96), 82. He is survived by one daugh- 
ter, Mrs Laura Palmer Charter of Laguna 
Beach; two sisters, Miss Estelle Palmer of 
Bound Brook, NJ, and Mrs John Lynn of 
St Leuis, Mo; and one brother, Mr Dwight 
R G Palmer of Short Hills, NJ. Burial was 
at Arlington National Cemetery, Washing- 
ton, DC. 

PHILLIPS—Died at the American Hospital, 
Paris, France, 21 Feb, Mrs Nancy Y Phil- 
lips, mother of Mrs Eugenia P Matthews, 
wife of Brig Gen Willis S Matthews, USA, 
Supreme Headquarers, Allied Powers Eu- 
rope, APO 55, NY, NY. In addition to her 
daughter, she is survived by one grand- 
daughter, Nancy E Matthews. Temporary in- 
terment was in Paris. 

RICHARDSON—Died at Walter Reed AH, 
Washington, DC, 21 Feb, Capt Hurley O 
Richardson, Ret. Burial was at Willards, Md. 
SHETTLE—Died at Boise, Idaho, 12 Feb, 
Col John G Shettle, Inf. 

STEIN — Died at Buffalo, NY, 7 Dec, Maj 
Robert H Stein, Ret. 

STINSON — Died at Tyndall AFB, Fla, 11 
Feb, WOJG Weaden L Stinson, Ret. 
TURPIN—Died at San Antonio, Tex, 27 Dec, 
Maj David L Turpin, Ret. 
VANDERVOORT—Died at her home in Co- 
lumbus, Ohio, of a sudden heart attack, 22 
Feb, Mrs Marian A Vandervoort, wife of Col 
B F Vandervoort, USA-Ret, of 1755 Cam- 
bridge Blvd, Columbus. In addition to her 
husband, she is survived by one daughter, 
Mrs Victor Manfre of Columbus: and two 
sons, Col B H Vandervoort, USA-Ret, of 
Alexandria, Va, and Professor Charles 
Vandervoort of Hattiesburg, Miss. Interment 
was at Arlington National Cemetery, Wash- 
ington, DC. 

WALKER—Died of a heart attack, at USNH, 
San Diego, Calif, 27 Feb, Lt Gen John T 
Walker, USMC-Ret, 61, former Commander 
of the Marine Corps Recruit Depot at San 
Diego. He is survived by his widow, Mrs Ida 
Walker of La Jolla, Calif; and one daugh- 
ter, Mrs W J Nietschmann of Des Plaines, 
Ill. 

WILLIAMS—Died at Charlotte, NC, 9 Dec, 
Capt Oliver B Williams, Ret. 

WOFFORD — Died at Rochester, Minn, 27 
Feb, Col John W Wofford, USA-Ret, 57, well- 
known Olympic Team rider. 
WOLFINGER—Died at Banning, Calif, 13 
Feb, Capt Joseph S Wolfinger, CE. 


aa 
Obituaries 
PES TTT 
Lt. Gen. John T. Walker, USMC-Ret. 


Funeral services were held for Lt. Gen. 
John T. Walker, USMC-Ret., who died of 
a heart attack, at the U. S. Naval Hos- 
pital, San Diego, Calif., on 27 Feb., at the 
Ft. Rosecrans National Cemetery, Calif, 
on 2 March. He was 61 years old, 

Born at Azle, Tex., General Walker was 
an alumnus of Texas A & M College. His 
more than 37 years service included combat 
service in France, during WWI, with the 5th 
Marine Division; expeditionary duty in the 
Dominican Republic; sea duty, commanding 
a Marine detachment aboard the USS West 
Virginia; and Constabulary duty in Haiti. 
At the beginning of WWII, he was a Naval 
observer in Cairo, Egypt, later serving at 
Eniwetok and Guam, and becoming Assist- 
ant Commander of the 2d Marine Division at 
the war's end. In 1949, General Walker was 
named Director of Personnel at Marine Corps 
Headquarters, Washington, D. C., in which 
capacity he served until he assumed com- 
mand of the Marine Recruit Depot at San 
Diego, in 1952. He retained the latter post 
until his retirement last July, and had made 
his home at La Jolla, Calif., since. 

He is survived by his widow, Mrs. Ida 
Walker of La Jolla; and one daughter, Mrs. 
W. J. Nietschmann of Des Plaines, Ill. 

—o-—- 
Col. John W. Wofford, USA-Ret. 


Col. John W. Wofford, USA-Ret., famed 
U. S. Olympic Team equestrian and 
coach, died on 27 Feb., at the Mayo Clinic, 
Rochester, Minn., at the age of 57. 

Born in South Carolina, Colonel Wofford, 
a Cavalryman and an outstanding rider, was 
a member of the U. S. Army Equestrian 
Teams and competed in two Olympic Games, 





as well as extensive competitions in this 


country and Europe. Retiring for disability 
in 1943, he maintained his interest In com- 
petitive riding and served as coach of the 
U. S. Equestrian Team in the 1952 Olympics 





held at Helsinki, Finland. Following his 
retirement from active duty, Colonel Wofford 
lived at and operated Rimrock Farm, near 
the Ft. Riley reservation, where he had 
served many years of his career as a Cavalry 
officer, He was a director of the Central Na- 
tional Bank of Junction City, Kans., and of 
the Farmers and Bankers Life Insurance 
Company of Wichita, Kans., taking an active 
interest in the life of the community as a 
member of the Rotary Club and Masonic or- 
ganizations. He had recently been named 
coach of the present U. S. Equestrian Team, 
which will represent this country at the Pan- 
American Games at Mexico City, of which 
Colonel Wofford’s son, J. E. B. Wofford, is 
now a member. 

Colonel Wofford was a graduate of Clem- 
son College and of the U. S. Military Acade- 
my, class of 1920. 

In addition to his son, he is survived by 
his widow; and three other children, Mrs. 
Paul Seymour, Warren and James Wofford, 
all of Junction City. 


VAdm. Combs Will Direct 


Red Trident Exercise 

Land, sea and air forces of NATO’s 
Southern European flank under Admiral 
William M. Fechteler, USN, Commander- 
in-Chief Allied Forces Southern Europe, 
will join 16 to 18 March to conduct an 
exercise in Turkish Thrace and adjacent 
sea areas. 

The exercise will be known as RED 
TRIDENT I. 

VAdm Thomas S. Combs, USN, Com- 
mander Sixth Fleet, acting in his capacity 
as Commander Naval Striking and Sup- 
port Forces Southern Europe, will serve 
as exercise coordinator. Included will be 
maneuvers in the Korudag area and the 
north coast of Saros Gulf, Turkey, by 
ground forces under Lt. Gen. Paul W. 
Kendall, USA, Commander Allied Land 
Forces Southeastern Europe; land based 
air operations by the air forces of Lt. 
Gen. Laurence C. Craigie, USAF, Com- 
mander Allied Air Forces Southern Eu- 
rope; and Sixth Fleet carrier borne air 
support of the simulated land/air battle 
against “enemy” troops attacking from 
the north. 

Two Turkish destroyers and 22 ships of 
the Sixth Fleet, including the aircraft 
carriers Randolph and Lake Champlain 
and the battleship Iowa, will participate 
in the exercise. 


Col. Kirkpatrick to Jax; 
Col. Schull Named Lt. Gov. 


Col. Elmer E. Kirkpatrick, jr., CE, 
USA, will become District Engineer at 
Jacksonville, Fla., early in May, when he 
succeeds Col. Herman W. Schull, jr., CE, 
USA, who has been in this post since 
February 1952. 

Colonel Schull will become Lieutenant 
Governor, Canal Zone Government, Bal- 
boa Heights, succeeding Col. Harry O. 
Paxson, who has been there since July 
1952. 

Colonel Kirkpatrick, USMA ’28, has 
been on duty since 1952 in the Far East 
Command. He was with the Manhattan 
District 1944-47; an instructor at the U. S. 
Military Academy 1947-49; with the 
Armed Forces Special Weapons Project 
1949-51; and a student at the Industrial 
College of the Armed Forces, Fort Mc- 
Nair, 1951-52. 

Colonel Schull, USMA ’27, from 1947 to 
1950 served as advisor on military engi- 
neering to the Chief of Staff, Peruvian 
Army at Lima. From 1950 to 1952 he was 
District Engineer, Buffalo, N. Y. 

Colonel Paxson, USMA ’27, will receive 
a new assignment which will be an- 
nounced later. 











NAVY CLOCKS REFUND 


The Ordnance Division of the El- 
gin National Watch Company, 
which produced precision ammuni- 
tion components for the Navy, has 
refunded $2,725,000 to the Navy’s 
Bureau of Ordnance for contract 
readjustments. 

The refund applies to four of the 
current contracts which Elgin has 
with the Bureau of Ordnance. 
These contracts contain provisions 
which enable the Government to 
establish final prices for the ma- 
terial under production after com- 
pletion of approximately 50 per 
cent of the production. Elgin pro- 
duction efficiencies are given credit 
for a part of the refund. 





Adm. Carney Heads 
Navy Mutual Aid 


At the annual meeting of the Board of 
Directors of the Navy Mutual Aid Asso- 
ciation, Admiral Robert B. Carney, USN, 
Chief of Naval Operations, was elected 
President. 

Other elected officers were RADM A. 
H. Van Keuren, 
USN-RET, First 
Vice President, 
RADM Frank 
Baldwin, SC, 
USN-RET, Sec- 
ond Vice presi- 
dent, BRIGEN 
T. A. Wornham, 
USMC, Third 
Vice President, 
and CAPT T. S. 
Dukeshire, SC, 
USN-RET, Sec- 
retary and 
Treasurer. 

The Associa- 
tion announced 
that 1954 was, 
from an over-all standpoint, the finest 
year in the Association’s history, as 1309 
were admitted to membership, an increase 
of 98% over the previous year. 

Total membership now stands at over 
12,400 and assets exceed $28 million. 

Elected to the Board of Directors were 
RADM R. J. Arnold, SC, USN, RADM L. 
A. Bachman, USN, RET, RADM H. C. 
Bruton, USN, RADM K. K. Cowart, 
USCG, RADM C. E. Ekstrom, USN, CDR 
P. R. Engle, MC, USN, CAPT P. H. Har- 
rington, USN, RADM J. B. Heffernan, 
USN, RET, BRIGEN S. S. Jack, USMC, 
CAPT D. C. MacKenzie, SC, USN, CAPT 
W. P. Mowatt, USN, CDR G. D. O’Brien, 
USNR, RADM J. R. Perry, CEC, USN, 
CAPT P. W. Pfingstag, USN, and CAPT 
Bernhard Tieslau, SC, USN. 

RADM K. K, Cowart, USCG, was con- 
tinued in office as Chairman of the Mem- 
bership Committee, RADM Frank Bald- 
win, SC, USN-RET, as Chairman of the 
Finance Committee, and CDR P. R. 
Engle, MC, USN, as Medical Director of 
the Association. 

As a result of recent action by the 
Board of Directors, the regular benefit of 
$7,500 has been increased to $8,000 
through a terminal dividend of $500. 

This action marks the first step in a 
long range program to devote an in- 
creasingly large share of the earnings of 
the Association to an increased benefit 
after making ample provisions for sur- 
plus and contingency reserves. 

Membership in the Association is now 
open to all Regular commissioned and 
warrant officers, both permanent and 
temporary, of the Navy, Marine Corps 
and Coast Guard, and Reserve officers of 
these services serving on extended ac- 
tive duty who have one year’s continuous 
active service or one year or more of 
obligated active service at time applica- 
tion is submitted. 

Interested officers are advised to con- 
tact their local Nonresident Directors 
or to address their inquiries to the Navy 
Mutual Aid Association, Navy Depart- 
ment, Washington 25, D. C. 





Adm, Carney 





Navy Resumes Award 


Of Good Conduct Medal 


The Navy has resumed issuing Good 
Conduct Medals to enlisted men and 
women. 

BuPers now has on hand a supply of 
90,000 medals which is expected to last 
about nine months. During the Korean 
War, more than 100,000 were issued. 

In an economy move, however, the 
Navy has decided not to engrave the 
medals with the recipient’s name. Sub- 
stantial savings are expected to be made 
since the average cost of engraving is 
about $.03 a letter. 

The medal is awarded as a recognition 
of service which is above average in con- 
duct and proficiency. Any enlisted per- 
son who meets the qualifications and has 
served three years of continuous active 
service in the Regular Navy, the Naval 
Reserve, or an as inductee, is eligible for 
the award. 

The Navy explained that the issuance 
of the medals was discontinued in June 


| 1954 because of budgetary limitations. 
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USMC Approves New Insignia 
(Continued from Page 802) 
inch from the closest edge of the collar. 
Use of the new rank insignia has not 
been approved for wear while on leave 
or liberty. 


New Top Grade Insignia 
At the same time, the Board approved 
new grade insignia for wear by Ist Ser- 
geants and Sergeants Major. 
For ist Sgts., the new designators will 
be a diamond woven or embroidered in 
the center of the present E-7 chevron; 


Sgts. Maj. will wear a one inch star in 
the center of their stripes. 

Information relative to new MOS’ and 
screening boards to select six-stripers for 
the top NCO slots appeared in THE JouR- 


NAL of 5 February. 
The present insignia of grade E-7 will 
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continue to be worn mn all M/Sgts. 

The new diamonds and stars are ex- 
pected to be in the Corps’ supply system 
by this Summer. 
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Rate: 14 cents per word; minimum $1.50. Forms close 5 p.m. Tuesdays. Payment 
must be made before publication. Phone Hobart 2-6477. 


























REAL ESTATE FOR SALE OR RENT 








California 


CHOOSE THE MONTEREY PENINSULA 
for your home after retirement. Unexcelled 
climate and recreational facilities. Near Army 
and Navy installations. Write Col. C. E. 
Shepherd, USA (Ret.), with LA PORTE- 
GREENWALD CO., 122 Webster Street, 
Monterey, California. 














Florida 


BRADENTON, FLORIDA. We have been 
building this colony of Retired Service fami- 
lies since 1936. Write for our Directory. 
ARMY WIFE, MRS. WATKINS with WY- 
MAN, GREEN and BLALOCK. 


EDWIN J. HOUSE (Maj. Gen. USAF-Ret’d), 
JOHN WECKERLING (Brig. Gen. USA- 
Ret’d) Assoc, Real Estate and Insurance, 
Winter Park.’ 


“RETIREMENT PARADISE” 
Swimming, Fishing, Golf, GI Hospitals, 
Reasonable, Friendly, Col. Edward L. Hurl- 
burt, Registered Real Estate Broker, 1152 
Cleveland Street, Clearwater, Florida. 


FORT LAUDERDALE TO PALM BEACH— 
Warmest in winter, coolest in summer—eco- 
nomic living—ideal recreation—business op- 
portunities facilities. Write Col. 
Bob Ross (USMA '26) with J. J. SANFORD, 
Inc., Realtor, 2317 Atlantic Boulevard, Pom- 
pano Beach, Florida. 


GAINESVILLE, HOME OF UNIVERSITY 
OF FLORIDA—There must be good reasons 
why so many service families are settling 
in the Gainesville area. Write Col. Geo. S. 
Price, Retired, with_E. Finley Cannon, Jr., 
Real tor, 309 N, E. First Street, Gainesville, 
Florida. 


TAMPA BAY GARDENS. Situated on Mac- 
Dill Air Force Base on Tampa y. A limited 
number of two and three bedroom garden 
apartments are now available to_ retired 
Armed Forces personnel. Stove and refrig- 
erator are furnished. Reasonable rents on a 
yearly lease basis. Base facilities available 
to retired personnel are: fine commissary; 
px; service clubs; golf course; swimming 
pools; fishing pier; new fine hospital under 
construction on the Base. For further par- 
ticulars write Tampa Bay Gardens, MacDill 
Air Force Base, Fla. 


CLEARWATER, FLORIDA — Homes and 
homesites for service families. M. C. Hand- 
work orig. Gen., USA-Ret'd) with E. A. 
PARKER, Realtor, 825 Court Street. 


“SARASOTA, FLORIDA. A select, cosmo- 
politan community clubs, three golf 
courses, art center, beaches, waterfronts. 
Brochure of lovely homes upon _ request. 
ROG F REALTOR (Mrs. Eng- 
berg), 37 South , Avenue, Sarasota.’ 


CLEARWATER, FLORIDA—The Springtime 
City on the Gulf of Mexico, offers the most 
in climate, recreation and pleasant living to 
service people considering retirement. We are 
pleased to announce Marjorie C. Roysdon 
(Wife ag Colonel Dorrance S. Roysdon, 

Ss. Ret.) is now associated with this 
Office, ‘‘eeitieinn in Service to Service 
Families. Write for our brochure. MAURICE 
M. CONDON (U.SM.A. '26) Realtor, 425 
Cleveland Street. 


ATTRACTIVE NEW FLORIDA HOME—In 
highly restricted residence section of Ocala; 
— a delightful Central Florida year-roun 
community. $17, a 6 room 2 tiled 
bath home. Hot air furnace. Large lot with 
high grade rey and _— ae gre 
ecoining, 3 $3,935.00 cash, balance <4 
month FHA. Stephen McCready. R Cee x 
505, Ocala, Florida. 

FLORIDA WEST COAST: Beautiful HAR- 
BOR BLUFFS on Clearwater Bay, Florida’s 
highest coastal elevation. Lots, and new 
homes, furnished or unfurnished. This high- 
ly restricted residential section is ideally 
Suitable for service families. Brochure on 
pea Col. Raymond Willis, Ret., with 
R Short, Registered Broker, Harbor 
Biutts "soreleensal Corporation, Indian 
Rocks Road, Largo, Florida. 


APOPKA. FLORIDA, RETIRE TO CEN- 
TRAL FLORIDA’S SCENIC LAKE COUN- 
TRY. Year round fishing and golf. Convenient 
to officers’ clubs, P.X'’s commissary, mili- 
tary hospital and VA Contact Office. G. O. 
Gjoerloff, Captain, USN-Ret’d., Wm. G. Tal- 
ton & Sons, Realtors. 














— Sunshine, 
































For your Florida pee | or Business, con- 
tact Brig. Gen. Joseph E. Harriman, Retd., 
Realtor, 75 South Palm Avenue, Sarasota— 
Branch 3604 Manatee Avenue West, Braden- 








New Jersey 


Virginia (Cont. ) 








Virginia (Cont.) 








GET THE MOST for your retirement dollar 
by locating near Ft. Monmouth, New York, 
Philadelphia, and Washington easy to reach 
by hi-speed hyways. Mild climate year ‘round. 
Send for booklet. Willis Conover Agency, 75 
West Front Street, Red Bank, N. J, 








New Mexico 








‘““ALBUQUERQUE, Compiete Real Estate 
Service for Army, Navy, Air Force Personnel 
—s our military consultant, Mrs, Rich- 

T. jLunger, Army ife, ALLIED 
REAL’ TY, 717 San Mateo, N.E., 6-8171.”’ 








North Carolina 








RETIRING? COME TO ASHEVILLE. Superi- 
or year around climate. Cool summers. Mild 
— Elevation 2200 feet. Write Lt. Col. 
Cc. King, Retired. DILLARD REALTY 
COMPANY: Asheville, N. C. 





HENDERSONVILLE—Where many_ govern- 

ment rsonnel have already retired. Eleva- 

tion 2500. A safe place tel sivet in, Let us know 

our requirements. TT REALTY CO. 

Realtors, nea cele my N C., Mrs. Gossett 
Mrs. Carpenter. 











Oregon _ 








Town or country properties for quiet living 
near friendly neighbors. Unhurried and un- 
crowded. Year around gardening and golf. 
Within two hours drive on excellent highways 
are snow-capped mountains — beaches — 
national and Mate parks—metropolitan shop- 
es conveniences — deep sea and stream 

sh ng — deer and bird hunting. Reasonable 
livin costs. You are invited to write: 
Cc Ri McCORMACK, ALBANY, 
OREGON 


‘Service to the Service from a Service Wife.’ 
Our listings include highly desirable prop- 
erties in both Virginia and Washington area. 
Write or Phone HiCKS REALTY COMPANY, 
Realtors, 3706 Mt. Vernon Avenue, Alex- 
andria, Virginia. Office; King 9-1600. Eve 
nings: south 5-5930, 





SEE VERNON ON MT. VERNON AVENUE— 
this corporation has been serving you for the 
past three years at the same address. We have 
comfortable Temporary Rentals and desirable 
Sales Properties. As associates of one of the 
leading builders of fine homes in the Northern 
Virginia Area we are in a position to advise 
you vn ali phases of Real Estate. c-RNON 
REALTY CO., INC., 2007 Mt. Vernon Avenue, 
Alexandria, Va. KI '8-3106. Open | daily 9 to 9. 





PENTAGON BOUND? Be sure to see the 
nationally famous HOLMES RUN _ and 
L A K E BARCROFT a he er pe 
HOMES in Virginia suburbs of D. C. 
claimed by HOUSE & HOMES and HOUSE 
BEAUTIFUL. FHA built and financed. Free 
literature available at your request. Other 
selected homes available for sale or rent. 
LURIA Bros., 2048 Wilson Blvd., Arlington, 
Va, JA 7-850 00. 





‘“‘Waterfront sites Middlesex County, North 
shore Plankatank River — arg — farms. 
H. G. Barnes, Saluda, Virginia, U. S. Route 
af. Phone 8-331." 








RENTALS AND SALES AnLEcTos 
ALEXANDRIA, FALLS CHUR 

FAIRFAX COUNTY, VA.—Across > ia 
mac from Washington. For 16 years we have 
served the service with the finest of sales 
and rentals in North Virginia. GEORGE 
MASON GREEN CoO., Realtors, 2039 Wilson 
Bivd., Arlington, Va, JAckson 4-1400, 





WASHINGTON BOUND? Send for your new 
18-page free illustrated booklet on housing, 
financing, rentals, northern 
FULLER GROOM REALTY CO., 
206 on Building, Arlington, Va. Multiple 
Listing Realtor. 





“Three bedroom modern ranch-house, barn, 
outbuildings, $35. monthly, 25-miles south- 
west Grants Pass, Oregon, in isolated moun- 
tain valley two miles to Post Office. Pleasant 
climate, hunting and seasonal work in lumber 








industry. Area favored by _ retiring service 
people. A. A. Whitesell, Selma, Oregon.” 
Texas 








WAGNER CO. REALTORS, 4900 Montana St., 
El Paso, Texas. REAL ESTATE, RENTALS, 
INSURANCE. To care military personnel we 
have Col. Glenn Frum and Major Dick Mc- 
Master, Retired. 





SAN ANTONIO. Homes, home sites, com- 
mercial propertits years experience. 
THOMAS S. GARRE ETT 4600 Broadway— 
TA 6-2321. Associates—Thomas S. Garrett, 
Ill, = June '43) Robert L. Brunzell, 
(USMA ‘30). 


EL PASO. Homes. All forms of insurance. 
Regional ents The Travelers, Hartford. 
John D. Willi — & Co., Insurance and Real 
Estate, 1330 E. Yandell’ Blvd., Contact Col. 
H. Crampton Jones or Lieut. Comadr. H. R. 
Bogusch, Agents. 











Virginia 








WHEN AT THE Pentagon, Ft. Belvoir, or 
Quantico, call us_for yur real estate and 
insurance needs. BOB DUNCAN REAL ES- 
TATE-INSURANCE, 322 > Washington St., 
Alxandria, Va. King 8-8015 





MODERN ONE FLOOR HOME on edge of 
golf course with club privileges and boat 
dock. 4 bedrooms, 4 tile baths, large livin 
room with fireplace. Excellent hel hborhood. 
Real bargain. $25,000.00. Capt Robison, 
USN(Ret,) Broker, White Gone, Va. 





Virginia Retirement Homes—Tidewater Sec- 
tion. New Rambier, 7 rooms, 2% baths, 3 
acres—$14,000. Colonial home in village, 10 
rooms, 2% baths, 10 acres, $11,500. New 
water front home, ‘exclusive section, 5 rooms, 
attic and bath, garage, 2% acres, $11,000. 
Near Charlottesville, 10 acres, 8 rooms, 1% 
baths, superb view, $15.000. College town 
home with income, $15,000. Near Richmond, 
1 acre estate, 7 rooms, bath, stream. Lovely 
trees, $14,000. G, LORRAINE—Law Bldg. 
—Richmond, Va. P virginia Properties—Sea- 
shore to Mountains, Write for free booklet— 
“‘Virginia.”’ 





DO YOU NEED A PLACE TO LIVE? Bring 
your housing requirements to someone who 
understands the problems from both sides. 
See Harris T. Richards, USA, Ret., HARRIS 
T. RICHARDS, INC., 2822 North Washing- 
ton Bivd., Arlington, Virginia. JAckson 5-9. 
Days, and TEmple 6-5043 Evenings. 


Leaving WASHINGTON, D, C.? Better keep 
your home as a profitable investment by 
renting it while you are away. We will han- 
die all details, — _ and insurance 
payments, re airs remit Pee 
ASK-US (?) EALTY. COMPAN E 
HIGHWAY. ARLINGTON, VA. Tel. 
8-1252—J Ackson 7-2659. 


_ Ackson 





AUTOMOBILES 





1955 Ford — Plymouth — DeSoto — Mercury 
— Lincoln, Order now for delivery in Wash- 
ington Area. Unusual savings for Service 
personnel, Lowest financing. Full guarantee 
and service. SERVICES SALES COMPANY, 
1507 M Street, N.W., Washington 5, D. C. 


““1955-F LASH- 1955.’’ Best Final Dollar prices 
on Plymouths, Chryslers delivered anywhere, 
no delays. Overseas, returning personnel get 
complete dockside service from experienced 
direct factory dealer at lowest cost. Don’t let 
percentage discounts mislead you. Additional 
savings at factory. Full wirranty and service. 
No State Sales Tax. Choice of financing and 
insurance, lowest rates. Flexible lay-away 
plan, Get complete information, F. S. Pear- 
son Sons, Inc., Hurffville, New Jersey. 


NEW CHEVROLETS—Inmediate San Fran- 
cisco delivery. Factory deliveries arranged 
if desired. Special Servicemen’s discount, 
terms, insurance and financing. Call us on 
arrival in San Francisco or contact us by 
mail, Herb’s Chevrolet Co., 383 Miller Avenue, 
Mill Valley, Calif. Dunlap 8-0441. 

“BUY A TRIGGER TORQUE FORD” By 
taking delivery in Detroit, you can save the 
most of your transportation to Detroit, and 
also save nearly a week’s time in arriving 
home. Special deals for Servicemen! We can 
arrange financing! Write for particulars, giv- 
ing time of arrival to: STARK HICKEY, 
INC., Authorized Ford Dealer, 8461 Grand 
River, Detroit 4, Michigan. 











“OVERSEAS RETURNEES and MILITARY 
PERSONNEL $s stationed in RYLAND, 
DISTRICT of COLUMBIA, and VIRGINIA 
—Special consideration on new 1 MER- 
CURYS and LINCOLNS with or without 
trade-in. Factory delivery if desired. toe 
SAratoga 717-4185 collect or write R. 

STRUDWICK, Martin J. Barry, Inc., 1700 N 
Charles Street, Baltimore 1, Maryland. 6 





HOLLEY REALTY. Good Service is our 
somes. Special attention is given SERVICE 
SONNEL with their housing problems. 
We can help you with temporary and perma- 
nent rentals or with locating a home for 
purchase. Write or call HOLLEY REALTY, 
open 9 til 9—5800 Lee Highway. Arlington, 
Virginia—Telephone KE 8-5350. 








ROUTH ROBBINS REAL ESTATE CORP. 
An organization of service people operating 
for the service people in the Northern Vir- 
ginia area. Our listings include rentals and 
sales property. Our Mortgage Dept. will be 
happy to answer questions on the housing 
bill for service people and on VA mortgages. 
Detailed information is available on school 
transportation and_ locations. 
phone ROUTH ROBBINS REAL 
CORP. AT OUR NEW sa ICE, 1713 King 
Street, Alexandria, Va. KI 8-4000. 


BLUE RIDGE MOUNTAIN VALLEY real 
estate, ‘1790 Quaker Dutch Stone House,”’ 
7 rooms and bath, 4 fireplaces, oil heat, 1 
acre garden land, located in quaint little 
village on state highway. 80 minutes to 
Washington. Also 4 beautiful old Virginia 
stone homes with acreage. H. H. HUNTLEY, 
Purcellville, Va. Phone 6711. 
ed R. Rowland Co., Inc,, 
a. 





Representing 
Falls Church, 





TRANSFERRED TO WASHINGTON? Write 
us for free map of this area. Also we have 
houses for rent or sale. Let us know your 
requirements. We'll find you a home. F. E. 
MALCOLM, REALTOR, 4823 First Street, 
North Arlington, Virginia. JAckson 7-3024. 





Serving West Point and Army officers since 
1932. Special Consideration given to Officers 
on the purchase of a new Ford. Wm. R. 
Avery. AVERY MOTORS, Route 9-W, High- 
land Falls, N. Y. 


1955 PONTIAC. Real Deal to returning serv- 
ice personnel. Majority of our business done 
with West Point Cadets and Offi cers. Located 
45 miles from New York City, 4 mile from 
West Point Gate. Write us today. WEYANT 
ae! TIAC, 200 Main Street, Mighiand Falls, 








OPPORTUNITIES AVAILABLE 


ATTENTION: RETIRED OR RESERVED 
OFFICERS: Here’s an opportunity to ae 4 
sent an established, respected a 

most cases you can choose the area Caan 
you wish to live. Average earnings of re 
tired officers now with the company are more 
than $10,000 a year. Write Box A, The 
Journal, 
WANTED... RED OFFICERS ... 
ne near Military and Naval Bases 
OVERSEAS . N THE U.S. ... 
to Associate with a Retired Officer in the 
Securities business. Specializing in Invest- 
ment Service to Service Personne! . sellin 








MUTUAL FUNDS and CUMULATIVE IN- 
VEST woe PLANS... . Earnings potential 
good ... Write Box F, The Journal. 





RETIRED? Dignified selling, West of Pecos. 
High potential, H. E. Robinette, 4235 Keltner 
Ave., El Paso, Texas. 





ALEXANDRIA, VIRGINIA REAL ESTATE, 
“A Service organization for Service people.”’ 
Whether BUYING, SELLING, RENTING or 
PROPERTY MANAGEMENT, Consult—THE 
M. H. BARRY ORGANIZATION, 2206 Mount 
Vernon Avenue, Alexandria. Va. KIng 9-0078, 

TEmple 6-2442, TEmple 6-5760. 


Alexandria, Virginia — Braddock Heights — 
Brick Cape Cod, 4 bedrooms, 1% baths, full 
basement with large panelled recreation 
room, Sep. dining room, living room with 
fireplace. George Mason School zone. 7 min- 
utes to Pentagon. Sale $19,500. Charles R. 
rae Inc., 1707 Duke St. Temple 6-3445-— 








FOR SALE 


WHY POLISH your military insignia? Wear 
fine quality Balfour rank and corps insignia 
all sterling rhodium plated to prevent 
tarnishing. 10K a also available. Write for 
Free pamphlet. L. . Balfour Company. 
Attleboro, Mass. 


100 SHOULDER PATCH INSIGNIA with free 
album $5.00. All different, colorful, authentic. 
For display decoration, collection. Three 

completely different assortments available. 
ben Inc., 566-H Broadway, New 
or 4 
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Development Division, 
Steel; 


AT REDSTONE.—Redstone Arsenal Ordnance men were host to the 
American Ordnance Association’s committee for materials development, jato, rocket 
and guided missile division. Left to right (standing) are: Casper Koeper, Rocket 


Ordnance Missile Laboratories; J. K. Kilmer, Bethlehem 
Bill Coleman, Republic Steel; Edward Wright, Wolverine Tube Corp; A. Jd. 


Williamson, Tube Reducing Co.; Lyman D. Warner, American District Steel; A. J. 
Boylan, Michigan Seamless Tube Co.; A, R. Metzger, Bethlehem Steel; J. W. Schroed- 


er, National Tube Co.; 


William C. Simpson, Lukins Steel; and Donald R,. Hammonds, 


Industrial Division. Seated (left to right) are: John Womble, Rocket Development; 
W. W. Heckethorn, Heckethorn Research Co.; Harold L. Miller, chairman of the 


meeting, Republic Steel; 


arsenal co-ordinators; and J. 


Navy “Skyray”’ Shatters 
Altitude Climb Record 


A Navy F4D “Skyray” has lopped a full 
15 seconds off the altitude climb record. 
According to the Douglas Aircraft Co., 


> of its planes—from a standing start | ’ 
pir Bethe — . | been announced by Edward C. Wells, vice 


flashed to an altitude of 10,000 feet in 
56 seconds on the same day THE JOURNAL 
carried a story announcing that a Mc- 
Donnell F3H-1N “Demon” had clipped 
two seconds off the previous climb mark. 

The 7l-second mark, set by Chester V. 
Braun, a McDonnell Test Pilot, was shat- 
tered by Test Pilot Robert O. Rahn, flying 
for Douglas, on 19 February at Edwards 
Air Force Base, Calif. 

Both the new and the old marks, how- 
ever, are unofficial since the flights were 
not arranged by the Bureau of Aero- 
nautics. 





Former BuShips Official 


Joins Hoffman Laboratories 


Mr. John R. O’Brien has been named 
to the new post of Eastern Division Man- 


ager of Hoffman Laboratories, Inc., How- | 


ard C. Briggs, executive vice president, 
has announced in Los Angeles, Calif. 

Mr. O’Brien will be located at the com- 
pany’s Washington, D. C., office and will 
be responsible for coordinating all phases 
of the company’s expanding electronic 
sales activities on the East Coast. 

During WW II, Mr. O’Brien served in 
the Design Branch of the Electronics Di- 
vision of the Bureau of Ships, where he 
was in charge of classification, identifi- 
cation and supply of electronics inven- 
tory for all branches of the Navy. 


Bob Wood Will Head 
P.R. For McDonnell 


President J. S. McDonnell, of the Mc- 
Donnell Aircraft Corporation, has an- 
nounced that Mr. Robert H. Wood, well- 
known aviation editor, will join the com- 
pany on 28 March as Assistant to the 
President for Public Relations. 

Mr. Wood resigned on 1 Feb. from the 
McGraw-Hill Publishing Company of New 
York where he had been Chief Editor of 
Aviation Week, and its predecessor, Avi- 
ation News, since 1947. He was previously 
Managing Editor of American Aviation 
Magazine and American Aviation Daily, 
in Washington, D. C. 








Col. Ralph Leighton Named 


Col. Ralph E. Leighton, USA, who re- 
cently completed the Armed Forces Staff 
College, Norfolk, Va., has been assigned 
a Deputy Chief of Staff at Ft. Holabird, 
Md. 





Maj. B. H. Keyserling, Industrial Division and one of the 


C. Butler, U. S. Steel. 


Boeing To Build New 


Supersonic Wind Tunnel 
Boeing Airplane Company soon will 
start construction of a new $2,000,000 su- 
personic wind tunnel capable of speeds 
of more than 2,500 miles per hour, it has 


president-engineering. 

The new aerodynamic test facility, with 
a speed range from Mach 1.2, to Mach 4 
will be built adjacent to the present Boe- 
ing transonic wind tunnel at Plant 2 in 
Seattle. 

The present tunnel, with a speed range 
to Mach 1.2, requires 54,000 horsepower 
to provide its top air speed through an 
eight-by-twelve-foot test section. The su- 
personic tunnel, with a four-by-four-foot 
test section, will require only 3,000 total 
installed horsepower from two compres- 
sors to provide peak velocity. However, in 
excess of 200,000 horsepower will be de- 
veloped when tests are being run. 





Gens. Aurand, Davidson 


Elected To Board 


A year of progress for United Services 


| Life Insurance Company was reported by 





Maj. Gen. George Olmsted, USAR, Presi- 
dent, at the annual meeting of stockhold- 
ers held 1 March 1955 at the Home Office 
of the Company, 1625 Eye Street, N. W., 
Washington, D. C. 

General Olmsted cited the issuance of 





Services Split On Profit-Sharing Plans 
As Cost Items; Def Sec May Have To Rule 


Whether the costs of profit-sharing 
plans for retirement, incentive benefits, 
and stock bonuses are to be considered 
costs in military contracts has become so 
controversial that the final decision may 
have to be made by Defense Secretary 
Charles E. Wilson. 


Against such a proposal is the Air 


Force, supported by the Army and con- | 
siderable Congressional opinion. Also re- | 


ported “highly concerned” about the ex- 


pense of some aircraft companies’ “fancy | 


retirement and incentive benefits plans” 
is the General Accounting Office, who 


may have the final legal word regardless | 


of Pentagon action. 

Vigorously supporting the acceptance 
of such plans are Navy fiscal officials, in- 
dustry trade groups and individual air- 
craft companies, some of whom adopted 
in good faith, such plans based on profits 
with the tacit understanding that they 
were reimbursable. 

The Air Force has taken definite action 
which will hold until the new cost allow- 
ance principles which may contain a new 
policy are legally adopted. In a recent 
memo to Air Materiel Command, Assist- 
ant Secretary of the Air Force Roger 
Lewis stated, “It is the view of this of- 
fice, which has been discussed with the 
Secretary and Under Secretary and coor- 
dinated with the Procurement Secretaries 
of the Defense, Army and Navy, that pay- 
ments under Management Incentive 


| Plans are not proper costs under Defense 





| 


! 


Department contracts. 

It is reported that instructions have 
been issued to exclude any consideration 
of profit-sharing plans in the negotiation 
of new contracts and to refuse payments 
for them in present contracts. Negotia- 
tors are instructed to inform USAF Head- 
quarters if such plans tend to delay defi- 
nition of letter contracts or redetermina- 
tion of regular contracts. 

The Air Force and Army are presenting 
their viewpoint to the Armed Service 
Procurement Committee where the new 
proposed cost allowance principles (Part 
II, Section XV, ASPR) are now being 
written. When this policy is decided, the 
new cost rules will be submitted to indus- 
try for comment. All cost allowance reg- 
ulations come under the jurisdiction of 
Assistant Defense Secretary Thomas P. 
Pike (Supply and Logistics) who is re- 
ported to be wavering in his view on this 
policy. 

A number of large aircraft companies 


| have retirement plans that are partially 


$29.8 million of new life insurance during | 
1954, 37% higher than the previous year 


and the largest amount for any year in 
the Company’s history. Total insurance 
in force at the year end was an all-time 
high of $143,860,009. 

The Company’s income, he reported, 
rose to $4,804,720.65 and assets totaled 
$14,372,733.70. Payments to policyowners 
and beneficiaries during 1954 exceeded 
one million dollars. 

At the meeting two new directors—Lt. 
Gen. Henry S. Aurand, USA-Ret., and 
Maj. Gen. Howard C. Davidson, USAF- 
Ret.—were elected to the 15-member 
Board. 

Reelected directors are: Thomas F. 
Bourke (Chairman of the Board); Maj. 
Gen. George Olmsted, USAR (President); 
Lloyd M. Bauman (Executive Vice Presi- 


dent); VAdm. Patrick N. L. Bellinger, 
USN, Ret.; William L. Cobb; Brig. Gen. 
W. A. Holbrook, jr., USA, Ret.; Brig. 


Gen. Edwin C. McNeil, USA, Ret.; 
Gen. Melvin J. Maas, USMC, Ret.; 


Maj. 


| F. Granville Munson, USA, Ret.; General 


Carl Spaatz, USAF, Ret.; Maj. Gen. Leif 
J. Sverdrup, USAR; Maj. Gen. James A. 
Ulio, USA, Ret.; VAdm. Clark H. Wood- 
ward, USN, Ret. 

Robert C. Bourke is Vice President and 
Secretary of the Company and Robert A. 
Adriance, Treasurer. 








supported by profits. Boeing, Curtiss- 
Wright, North American, and the Fair- 


child companies have incentive benefits 

plans that are adversely affected by this 

Air Force order, Lockheed Aircraft has 

just installed a similar plan for which 
| they have been denied approval. A num- 

ber of smaller firms are reported to have 
profit-sharing incentive plans ready to in- 
stall if they can be approved. 

An industry spokesman said that the in- 
centive benefits plans in the large aircraft 
companies that have been disallowed cost 
from one-half to four million annually 
| and result in savings to the government 
| in savings many times that amount. 

AMC fiscal officials contend that the 
payment by the government for such 
plans based on profits would in effect 
amount to a double payment and would 
encourage abuses. 

The Navy conferees are undisturbed by 
these comments and say that they do not 
approve any “fancy” retirement or incen- 
tive benefits but do agree to reasonable 
compensation. Compensation of all kinds 
are added and if the total is reasonable it 
is allowed. 

They point out that the official of a 
number of manufacturers having Navy 
cognizance are allowed incentive bonuses 
based on profits. Among the companies 
mentioned are Philco and Eastman Ko- 
dak. 

The Navy has presented its viewpoint 
on reimbursement of profit-sharing re- 
tirement plans which is also applicable to 
incentive benefits plans in a brief which 
reads, in part, as follows: 

“The practical question faced by many 
business men is not whether to provide for 
the payment of retirement income to em- 
ployees, but how to provide for it. A growing 
number of companies now realize that a de- 
ferred-distribution profit-sharing trust is an 
excellent way of financing retirement income 
for their employees. Unlike a formal pen- 
sion plan which provides for fixed contribu- 
tions year-in and year-out, profits or no prof- 
its, a profit-sharing plan provides for con- 
tributions when a company’s earnings, if any, 
warrant such contributions. The plans pro- 
viding for these contributions are subject to 
review and approval by the Internal Revenue 
Service prior to acceptance by the Military 
Departments, and are hedged with restric- 
tions and limitations. The contributions un- 
der such plans are: 

“‘(a) Paid into a trust 

“‘(b) Irrevocable 

“*«c) Subject to qualifications and limita- 
tions of the agreement and plans setting up 
the trust 

“‘(d) For the exclusive benefit of the em- 
ployees and of their beneficiaries. 

“‘(e) For the purpose of providing retire- 
ment income to their employees at a stated 
age, or at death or after termination of 
services or disability.’’ 








Armed Forces medical facilities. 


Navy and Air Force hospitals. 


ents. 


Service. 


URGE USCG FAMILY CARE 


The Hoover Commission Report on Federal Medical Services proposes that 
medical care for personnel of the Coast Guard, Public Health Service and 
Coast and Geodetic Survey—and their dependents—be provided at nearest 


At present, there is no authority for Coast Guard dependent care at Army, 


The Hoover Commission recommended that this care be provided pending 
establishment of a voluntary contributory health insurance plan for depend- 


It said this plan should be similar for dependents of all the Uniformed Serv- 
ices, including the Coast Guard, Coast and Geodetic Survey and Public Health 











U.S. COAST GUARD 


Secretary of The Treasury—George M. Humphrey 
Commandant—Vice Adm. Alfred C. Richmond 








APT. Kenneth S. Davis, USCG, has as- 

sumed command of the 1955 Interna- 

tional Ice Patrol, based at Argentia, New- 
foundland. 

For the performance of his duty, he has 
at his disposal the Argentia Coast Guard 
Air Detachment, which makes observa- 
tion flights, and two cutters which re- 
main at their home ports on a “standby” 


Col. | basis. 


This year the cutters are the Acushnet, 
commanded by LCdr. N. D. McClellen, 
USCG, based at Portland, Me., and the 
Androscoggin, at Miami, under the com- 
mand of Cdr. W. S. Bakutis, USCG. 

The oceanographic ship Hvergreen is 
skippered by LCdr. Robert E. Foley, US- 
CG. 


Ledr. A. J. Bush, USCG, is Executive 

Officer of the Ice Patrol. 
Appointments 

President Eisenhower has appointed 
four CWO’s to the next highest pay grade 
effective from the dates indicated: 

John H. Graham, W-4, 31 March; Ar- 
thur P. Dillow, W-3, 8 March, and John 
L. Rawles and Leonard L. Thomas, W-2, 
18 March. 

In addition, the Chief Executive named 
| three enlisted men for advancement to 
warrant rank, W-1, effective from the 
dates shown below: 

James D. Walters, Boatswain, 1 May; 
Charles W. Griffiths, Machinist, and 
James C. Rosemergy, Carpenter, 1 Mar. 
| (Continued on Back Page) 
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| OFFICIAL NAVY ORDERS 


5 March 1955 


le Commandant—Gen. Lemuel C. Shepherd, jr. 
Asst. Comdt.—Lt. Gen. Randolph McC. Pate 
it Ra a AEE A SASS 35 a Charles S. Thomas—Secretary of the Navy 
. Thomas S. Gates—Under Secretary of the Navy 
lis Colonel MCS, Quantico. ae m _— ir. —Assistant suemiany of the Navy for Air 
r, ‘ ; ' : ymon ogler—Assistant Secretary (Materiel) 
= ; rma gl Fem ar A, jr, 2dMarDiv, | Owens, Alfred L William B. Franke—Assistant Secretary (Financial Management) 
ch a J; to NavShipYd, Portsmouth. } Major Albert Pratt—Assistant Secretary (Manpower, Personnel & Reserve Forces) 
m- McDowell, Robert H, HQMC; to MCRD, Boyd, Kenneth B, MCS, Quantico; to HQMC. Admiral Robert B. Carney—Chief of Naval Operations 
ve ParrisIs. A . = 
Sand . : Burrill, Ray M, HQMC; to Overseas. 
1“ semen Alvin S, MCB, CamLej: to HQMC. | Connolly, James D, MCAS, El Toro; to In- Rear Admiral Whitehurst, Edson H, ONM NavDept; to CO 
I — E, HQMC: to MCSC, Al- activeSta Temp Disabl Ret List. Akers, Frank, ComCarDiv Two; to SenNav USS Yellowstone. 
n- ey Nie Pigott, Anton G, MarBks, NavActy, Wash, -Mbr Wpn SystemEvalGru OSD, WashDC. Witzel, Frederick D (SC), ForSupOff Staff 
ft Sayers, Joseph P, 9thMCRRD, Chicago: to DC: to Inactive duty. , Goldthwaite, Robert, CofS ComJTF 7; to CinCNELM; to SupOff SFranNavShipYd. 
st HQMC. McLaughlin, John D, Overseas; to FMFPac- ComCarDiv Two. The captains listed below were ordered 
ly Weinberger, Arthur H, 24MAW, MCAS, Cher Trps, CamPen. : Wood, Chester C, DepCom NWC WashDC; | from duty under instruction at the ICAF 
nt Pt; to Overseas. —_ George O, MCAS, El Toro; to NAS, to JStaff USCinCEur, WashDC to the stations indicated: siete 
iego. P Bacon, Walter G (SC), SupOff NAS NorthIs 
Lt. Colonel Lindell, Carl W, 24MAW, MCAS, CherPt: to Captain ; ; SDiego. oe 
ne McLean, Bernard W, NavWarCol, Newport; NavB, Norfolk. Andrews, Charles H, CofS and Aide ComSub- | Burns, Edward S, CO USS Yancey. 
oh to NAS Pnela. McClure, Edward W, Overseas; to Inactive . Lant; os pe “wx Arcadia. Six: Grady, James B, CO USS Botecourt. 
ct Pala, William P, NavWarCol, Newport; to duty. Ascher, Robert J, ComimetDesRon Six; to | wixen, Richard M, CO USS Valen. 
ld we ’ ’ ? ACofS Operations MSTSPacArea. Ni ; t 
NavB, Norfolk. Captain unmie & D. CO USS Le oe Williamson, Lindsey, CO USS Wyandot. 
Russell, Joe B aUPac ee j , Bi se Mcciigl Sead ee ee The following captains were ordered from 
tussell, Joe B, TRPTraUPac, SDiego; to | Johnson, John M, jr, Overseas; to NROTC erations Plans and TngOff Staff ComPhib- duty under instruction at the NavWarCol 
dy 2dMarDiv, CamLej. Unit, Rensselaer Polytechnic Inst. TraPac. WashDC. to the indicated stations: aay 
ot Sperling, William E, III, TRPTraUPac, McClintic, Richard D, 4thMCRRD, Phila; to Ashford, William H jr, BuPers Tem; to CofS Carmichael, John H, ComDesDiv 242. 
n- SDiego; to 2dMarDiv, CamLej. Overseas. ComJTF Seven. Galantin, Ignatius J, IStaffOfe JCS, WashDC. 
Mandeville, Samuel D, jr, 24MarDiv, Cam- | Duncan, William, jr, MCRD, SDiego; to In- | Awtrey, Hugh R, AIUSNA and AIUSNA for 
le : Kossler, Herman J, CO USS Sanborn. 
is Lej; to MCS Quantico. active duty. Air Delhi; to OpNav. Nuessle. Francis E. CofS and Aide ComStrik 
it Martin, George W, MCAB, CherPt; to MCAS, | Deen, Thomas J, jr, Ft Sill, Okla; to MCS, Babitone, Robert W (MC), NavHosp Oak; to ForSouth i ; 
Miami. Quantico. ExecSec of ArmedFor Epidemiological Bd | gchade. Arnold F. CO USS Seminole. 
McKean, Vance F, MCB, CamLej; to 34MAW, | Holicky, Edward, ForTrps, CamLej; to In- WashDC. Smith. Bernard A. CofS and Aide and Oper- 
a MCAS, Miami. active duty. Ball, Claude R (MC), CO NavHosp Yoko- ationsOff ComCruDiv 3. 
Yy Patrone, Miles P, 5thMCRRD, Arlington; to | Gilbert, John A, 24MAW, MCAS, CherPt; to suka; to BuMed. Stahl, Paul L, OpNav. 
s ist MCRRD, Boston. Inactive duty. Boundy, Charles M (SC), ICAF WashDC; to | Sugarman, Charles M, CofS and Aide and 
S Quilici, Clifford F, Ft Leavenworth; to DOD, Moore, Jessie D, MCAS, El Toro; to In- Staff CinCLantFIt. OperationsOff ComBatDiv 2. 
% WashDC. active duty. Bowen, Harold G jr, Staff CinCPacFit; to Webster, John A. JStaff CinCFE. 
Stewart, Marvin C, 2dMarDiv, CamLej; to | Remmel, Carl G, NAS, Glenview, Ill; to In- CofS and Aide ComCarDiv 16. The captains listed below were ordered 
t NROTCU, Univ of Kansas. active duty. Camera, Robert S, ChNavSec MAAG France | trom duty under instruction at the NWC, Npt, 
~ The It. colonels listed below were ordered | Rice, William H, HQMC: to MCS. Quantico. ues 0 ee eee s to the indicated stations: 
a Overseas from the indicated stations: Robert, Horace F, ForTrps, CamLej: to In- ae C, Staff ComSubPac; to ComSub | Bowman, Merle F, CO USS Firedrake. 
P - ‘ active duty. e. B me, George H, ACofS for Plans ComServ 
h #ndMarDiv, CamLej. Weston, Walter A, 2dMarDiv, CamLej:; to | Cook, Lawrence B, NavWarCol Npt Dulns; | “fant sane ss 
Atkins, Joseph L King William J NavB, Norfolk. to Same Sta. es Burrow, James B, OperationsOff Staff Com 
y MarPac, SFran. Hickman, William T, Ft Sill, Okla; to MCS, anes aes a ee JCS Wash PhibGru 1, 
r , , win uantico. >; to CO US yce Canyon. Gregor, G D, OpNav. 
‘ Houge, Raymond M~ -Murphy, William A Q ; Drescher, Carl G (SC), XO NSC Pearl; to | Jonscon. James E’ NavWarCol Npt 
4 MCB, CamLej. Ist Lieutenant ASPPA WashDC. Keithly, Roger M’ ComDesDiv 602. 
i. Karch, Frederick J Bates, John B, USS Logan; to TRPTRAU- Duval Joseph B jr, PugetSoundNavShipYd; Leacl “R ber w, ‘CO USS Muliph : 
, : LANT, Little Creek to BuShips os. See — 
“ MCE, Quantico. Henry, Charles w, jr, Overseas; to NAS, Easton, ‘William T, CO USS Intrepid; to Op ome bent eo Sea Staff ComDes 
: Antonelli, John W A Hedesh, Andrew Pnela Nav. “pi ie 
Aplington, Henry II Lattimer, Hubert C Moody Ral h F. Inactive duty: to MCTC Farquhar, John C (DC), MarCruitDep San ma P j ; 
. - ' - y, ; vs A é ’ * os Sl , Morgan, CofS and Aide ComCarDi 
x Asbury, Donald E Mix, Frederick J, jr 29 Palms ” Diego Tem; to Same Sta. _— sisi nectar . 
7 , 77 T ° a 
4 Back, Donald M Muller, W G, jr McCullough, Aubrey L, Overseas; to Mar- Gladney, Donald W jr, CO USS Deuel; to OSD Smith, Frank M, The JStaffOfe JCS WashDC. 
Belyea, Richard Reese, Paul F WashDC. Spicer, He C jr, NavWarCol Npt 
’ ilbert, Edw . ; ? Pac, SFran. : ies Spicer, nry , Nav pt. 
: Gilbert, ard R= Stampfli, Fritz shee Hilton, Donald B (SC), OIC NavAudOfe San | gtejinmetz. Everett H, CominRon 7 
: Greenough, K C Phillips, Bernard P, Overseas; to MarPac, Fran: to DistSupOff 8ND. a a Tieahs ’ 7 : 
} j SFran. hes, John N, CO USS Union; to Compt Commander 
‘ Pret ng oe Shaw, Alexander von S C, NAD, Charlotte: OND. aicoheate >" | Boland, John D (MC), USS Oriskany; to Nav 
: a ae to NavB, Norfolk. Keithley, Charles L (SC), SupOff SFranNav Hosp Oak Dulns, 
NavB, Norfolk. Taylor, Wylie W, jr, Inactive duty; to For- ShipYd; to AstInsGen ef the SupCorLant | Brown, Charles D, ComSubDiv 71; to OpNav. 


Peltzer, Vernon A 
FMFPac Trps, CamPen. 


Trps, CamLej. 
Hill, Arthur S, NAS, CorpC: 
MCAS, Miami. 


to 3dMAW, 


Coast NavDept. 
Kenney, Edward C (MC), NavHosp Phila; to 
CO NavHosp Jax, 


Brown, Pride C jr, FleTraCen Npt; to Astal- 
USNA and AstalUSNA for Air Paris. 
Clark, Charles R jr, CO USS Hawkins; to 


Wojcik, Thaddeus P Sudinski, Norbert L, Overseas; to Inactive | Keyes, Charles M, CanAtDefCol Kingston On- Theclane 
The It. colonels listed below were ordered duty. tario DuIns; to CO USS Magoffin. eerie 
from MCS, Quantico to the posts and sta- 2d Lieutenant Koch, George P, OpNav; to CO NAS Barber Claypoole, Jesse S (SC), NavWarCol Npt Du 
tions shown: i ” Pt. Ins; to Staff CinCLantFit. 
DOD, WashDC Bruton, Oren D, Inactive duty; to MCS, | 7 ..is yonn G, CO USS Greenwich Bay; to | Crenshaw, William R, CO FairDefTraCen San 
i : : . boragron R Staff ComWestSeaFron. Diego; to USS Pittsburgh. 
| Griffin, Louis C Teagle, Harold E, Inactive duty; to MCS, | Lubelsky, Benjamin L, CO NAD McAlester; | Drea. Andrew R, PDNDiv Gulf Oil Corp Hou; 
FMFPacTrps, CamPen. Quantico. to BuOrd. to USN ADGru ROK Navy. 
Burton, Thomas M Dutton. Th Roycroft, Howard F, MarPac, SFran; to | Luosey, Michael J, NavWarCol Npt; to CO | Ennis, Henry R (MC), NavHosp Oak Dulns; 
Mahoney, Alfred M Stunt. Lelher © MCS, Quantico. USS Caloosahatchee. to NavHosp Oak. 
: s 7 », Waldrop, Walter I, Inactive duty; to MCS, | Maddox, William S, NavWarCol Npt Dulns; | Felton, Gale S, BuPers; to NavSta San Juan- 
Richard L, ICAF WashDC DulIns; 





Van Evera, David A Parnell, Leslie J 


to IND. 


Friede, 


Callaham, Donald S Poggemeyer, L E Quantico, . 

Collins, Talbott F Rice. Howard J Kindel, Robert E, NAAS, Cabaniss Field, Marcus, Groome E, ICAF W ashDC; to CO to The JStaffOfe ‘JCS WashDC. ; 

Norton, Kirk W , . CorpC; to 34MAW, MCAS, Miami NaSpecialWpnsFac Kirtland AFB Albu- | Gay, Harold M — eae ort aaa to 

: ‘ = E a : i ‘ querque. AsIndMan Astoria NavSta TonguePt. 
— Wyatt, Roger O, NAAS, Cabaniss Field. | yartin Niels H (DC), ForTrps FMFPac; to | Henry, Robert L (MSC), NavHosp NavB 

: to 34MAW, MCAS, M ), P 
Fridrich, Raymond V_ Figuers, Horace H CorpC; to 3dMAW, MCAS, Miami. NAS Pncla. 3tmo; to NavDisp NavDept. 
Waters, George F, jr Kelly, Bernard T Lane, James H, jr, MCAS, El Toro; to Over- | Maulsby, Robert J C, CO USS Valcour; to -—— Allen L (SC), FairJap; to FairWest 
ac. 


MarPac, SFran. 


Joslin, Henry V 
Morris, Warren 
USNA. 


Persinger, Delmar M 


seas. 
Harding, Floyd L, NAAS, Cabaniss Field, 
CorpC: to 34MAW, MCAS, Miami. 
Larson, Eugene E, 24MAW, MCAS, CherPt; 
to MCAS, El Toro. 


NavWarCol Npt. 

McAfee, Jesse S (SC), CO NSD Guam; to Dist 
SupOff 4ND. 

McElroy, Rhodam Y jr, Staff ComFleTraGru 
Gtmo; to OpNav. 

McIver, Dewitt C jr, The JStaffOfe JCS Wash 


Kohler, Karl B, NavSecSta WashDC; to Nav 
SecGruDet Same Sta. 

MacKinlay, Laurence L (NR), Resident Sup 
Ship USN and NavInsOrd Tacoma; to MS- 
TSGulfSubArea/NCSO NriIns. 


Woessner, Henry J Skinner, Wilbur E, NAAS, Cabaniss Field, , C e IfSut I Bie , 
2ndMarDiv, CamLej CorpC: to 34dMAW, MCAS, Miami. DC; to CO USS Merrick, i ' ee Mazurkiewcz, Clarence 7, PhilaNavShipYd; 
e Bae Martinez Mz 1 0. NAAS. Cabani Field McKinstry, James J (SC), DistSupOff 8ND; to PearlNavShipYd. 
Regan, Daniel J North, Royal E = r- ee 4 saMAW “MCAS rt i gp aaa to AstDistSupOff 5ND. McClellan, Harvey H (ChC), NAF Port Ly- 
Callender, James M Pratt, Harry D Regeaiege tod ees : ee Ss pate : Meneke, Kenneth E, USNA Annap; to Com autey; to NavSta LBeach. 
Holomon, Walter — William D, MCAS, El Toro; to Over- DesDiv 172. Mercer, James, USS Hornet; to NavSuBase 
NavB, N " — : Morse. Leonard T, OpNav: to AIUSNA and NLon. 
avB, Norfolk. Davis, Donald L, ForTrps, CamLej; to In- AIUSNA for Air Moscow, Newsome, Robert F jr (SC), NavWarCol Npt 
Brush, Charies H, jr active duty. Nusom, Frank A, NavWarCol Npt DulIns; to DulIns; to USS Hancock. 
11ND, SDiego. Benstead, Daryl E, NAS, Pncla; to FMF- AIUSNA and AIUSNA for Air Manila. Price, William M, CO USS Agerholm; to CO 
Mell, David PacTrps, CamPen. __ Parker, Frank M, PnsNROTCU Marquette FairDefTraCen SDiego. 
MCAS, El Toro Carlow, Sterling K, NAS, Pncla; to FMF- Univ: to CO USS Cavalier. . Sandvigen, Ralph E (NR), PhibPac; to Phib 
q , . PacTrps, CamPen. : Peckham, George E, ARWC CarlisleBks Pa Ron 5. 
Wolf, George P, jr Capobianco, Wallace A, 2dMAW, MCAS, DulIns; to BuPers. Walker, Delmar jr, NAAS Kingsville; to Air 


The following It. colonels were ordered 
from Overseas to the indicated posts and 


CherPt: to 34MAW, MCAS, Miami. 
Moreau, Paul L, NAAS, Kingsville, Tex: to 


Quirk, Philip D, CO USS Bayfield; to CO 


NAD Oahu. 


AntiSubRon 32. 
Weaver, William F (CEC), NavSta San Juan; 
to BuDocks. 


Stations: 2d MAW, MCAS, CherPt. Reiter, Harry L jr, CO USS Pawcatuck; to 
HQMC cwo Plans and OperationsOff Staff ComFirstFit. Wells, George B, USS Diphda; to SubGru 1. 
; Roudenbush, Jack, CO USS Windham Bay; Bennett, George S jr, CO USS Sea Fox; to 


Caputo, Anthony 

NavB, Norfolk 
Atkinson, Wiliiam H Jacobson, James P 
Vogel, Frank H, jr 


Gentleman, A W 


Buss, Lawrence H, HQMC; to 3dMAW, 
MCAS, Miami. 
Reynolds, Jesse L, MCB, CamPen; to Inactv- 


Sta Perm Disab] Ret List. 





to NavWarCol Npt. 
Stallings, George B H, CO NavMag Port Chi- 
cago; to BuOrd. 
Taylor, Brown, OpNav; 
MidEastFor. 


to CofS and Aide CO 


NavSubInSurv Pearl, 
Coats, Robert C, OpDevFor; to BuAer. 
Haines, Joseph E, USS Bearss; to OpNav. 
Halman, Robert M J, CO AirShipRon 1; to 
USS Lake Champlain. 


MarPac, SFran. A MC Reti Taylor, Leroy T, Staff CinCAFMed; to Com | Hoffman, William H (ChC), NavRecSta NavB 
Miles, Jimmy B Kisgen, James T rmy Q etirements DesDiv 302, Chasn; to MSTSWestPacArea. 
MCB, CamLej. Col. Leon J. Livingston, USA, President, | Thompson, Edgar K, 9ND; to AIUSNA and Hunt, Wylie M, WestSeaFron; to NAS Key 
AIUSNA for Air Santiago. West. 


Fristoe, Ashby J 

Fulz, Duane 

Smoak, Tolson A 
MCB, CamPen. 

Butler, John J, IV 
2ndMarDiv, CamLej. 

Beeman, Theodore F 


Gunner, Frank A, jr 
Peoples, Edward L 





Physical Evaluation Board, Presidio of 
San Francisco, Calif., retired 28 Feb. af- 
ter 30 years Service. 

Lt. Colonel Kurt Schnellenbach, USA, 
Depot Inspector, Ft. Worth General De- 
pot, Tex., retired 28 February after more 


' than 28 years Service. 





Torgerson, Theodore A, CO USS Skagit; to 
CO USS Toledo. 

Tyree, Alexander K, Staff CinCLantFit; to 
CO USS Sperry. 

Warfield, Thomas G, FldServOff OSD Wash 
DC; to CO USS Uvalde. 

White, James W, MSTSLantArea; 
Everglades. 


to CO USS 





Johnson, Luther R, USS Cambria; to 5ND. 

Keeton, Elvin E (MC), NaTechTraCen Nor- 
man: to USS Oriskany. 

Marchand, Dwight L, PatRon 57; to OpNav. 

Sergeant, Russell C (NR), ESO GLakes; to 
BuShips. 

Sharp, Harry G jr, MBLFasRon 113; to OSD 
WashDC. 
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Coast Guard Orders 
(Continued from Page 806) 
ASSIGNMENT CHANGES 
Commander 


Kendall, Louis B, USNAU, MIT, Cambridge, 
Mass, to CGD14, (Chief, Elec Engr Sect). 


Martin, Joseph P, FAREASTSECT to CG- 
TRASTA, Groton (XO). 
rhompson, Warner K jr, CGD7, to FAR- 


EASTSECT (Cdr). 

Young, Maynard F, UNIMAK, to HQ (CL). 

Lt Commander 

Bailey, Claude M, PAPAW, to YAMACRAW 

(CO) amended to GENTIAN (CO). 
Lieutenant 

Butler, William P jr, CGAIRDET, Annette 

Island, T A, to CGAS, Miami (DIFOT). 


Clough, Albert H, CGD17, to CGD17 (Chief, 
Intel & Law Enforcement Sect). 


Jackson, Mart L, CGD9, to CGD17 (Chief, 
Aids to Navigation Sect). 
Wear, Henry C jr, CGCRUITSTA. Omaha, 


Nebr, to CGD9 (0), 
Lieutenant (jg) 

Buesseler, Frank R, CGLORSTA, Ulithi, to 
CGD12. 

Carlson, Leo J (R), CGD13, to CGD13 (RCC). 

Edwards, Charter D, WOODRUSH, to PA- 
PAW (XO). 

Fuller, Ernest E, CGD7, to BITTERSWEET 
(XO). 

Goldhammer, Walter R, CGAS, Brooklyn, to 
CGAS, Port Angeles, Wash (DIFOT). 

Kringel, Robert L, CGBASE, Boston, to CG- 
95303 (CO). 

Morrill, Norman S, BITTERSWEET, to CG- 
RECCEN, Cape May, N J. 

Murdock, Ernest L, CGD5, to Academy (OIS: 
TEMINS 12 wks), thence to INGHAM 
Engr). 





Text of Medical Recommendations 
(Continued from Page 791) 


proposed below will involve less overhead 
expense for the Government and provide 
more flexible means for furnishing adequate 
medical care to dependents of military per- 
sonnel. The Government should develop and 
contribute toward health insurance coverage 
for these dependents. As in the case of civil- 
ian employees mentioned above, such a plan 
would enable military dependents to avail 
themselves cf more conveniently located com- 
munity hospitals and thus reduce the strain 
on Federal installations, 

Where insured persons avail themselves of 
treatment in government medical facilities, 
the system should reimburse the government 
agencies providing the services. A consider- 
able number of such policy holders would 
seek medical service from more convenient 
private hospitals, and to this extent relieve 
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Here’s the new CAT* Diesel D7 Tractor . . . latest 
example of Caterpillar Leadership in Action! 


Drawbar HP increased to 102. engine HP to 


Vibration balancer on the 4-cylinder engine now 
ives all the smoothness of 6-cylinder performance. 
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The new D7 Series C is ready now to give you more profit- 


able production than ever before. Call your Caterpillar 


fo encase cenas 
CATERPILLAR TRACTOR CO., PEORIA, ILLINOIS 
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center main bearing to take crankshaft thrust, many other advances. 
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the Federal Government of the cost of con- 


struction and maintenance of hospitals 
RECOMMENDATION NO. 21 

That the Government develop for depend- 
ents within the United States of military 
personnel a voluntary contributory plan 
of medical care and hospital insurance to 
be conducted through a pool of private 
health insurance agencies (in-patient care 
and, as far as practicable, out-patient 
care); and that in this case the Federal 
Government pay a greater portion of the 
cost than might be determined by the 
Congress for civilian employees. Such in- 
surance for dependents would be converti- 


ble to family coverage on completion of 
military service. 
Our Task Force believes that the con- 


vertibility feature of this recommendation 
should go far to meet the problem of medi- 
cal care for nonservice-connected disabilities 
of veterans. 

TAKE LIBRARY FROM SERVICES 

The largest and most important medical 
library in the world is the Armed Forces 
Medical Library in Washington. Originally 
organized for military use in 1836, this li- 
brary has become a great national research 
institution far surpassing the nature, size 
and level of activities required by the Armed 
Forces. No newly created library could ever 
hope to duplicate the present matchless col- 
lections. It is, in fact, the National Library 
of Medicine in the United States. 

There is no clear statutory authority for 
the functions which it now serves. The Li- 
brary is ineffectively placed in point of ad- 
ministration, inadequately housed, and too 
poorly supported to permit effective conduct 
of its functions, 

But the cost of maintaining this Library 
is not a fair charge on any one or all of the 
military establishments. 

Rather than create another independent 
agency responsible to the President, we con- 
clude that this Library should be placed un- 
der the Smithsonian Institution 


RECOMMENDATION NO. 23 

That legislation be enacted to establish 
a National Library of Medicine as a Divi- 
sion of the Smithsonian Institution, with 
a board of trustees to be selected by the 
Board of Regents of the Smithsonian In- 
stitution; and that the board of trustees 
be responsible for directing the policy of 
the National Library of Medicine. The 
medical collections, staff and activities of 
the Armed Forces Medical Library should 
be transferred to these trustees. Housing 
and a budget adequate for the National 
Library of Medicine should be provided. 


Production Held Back 
On B-66 Light Bomber 


The Air Force announced on 2 March 
that initial production of the B-66 light 
bomber has been held back because of 
aerodynamic difficulties encountered by 
the Douglas Aircraft Company during 
the flight test program. 

The Air Force said the manufacturer 
has engineered corrections to overcome 
these difficulties which will be proven by 
flight test prior to resuming normal pro- 
duction. Flight will be completed 
this summer. 
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joint (husband and wife), promptly furnished 
whenever requested. 


Write SERVICE dept. 
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